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HOPE 


LYNCH LAW 
ADVOCATED 
IN PULPIT 


ER ee me 


Preaching at Washington, Or 
Naylor Demands Summary 
Punishment for Assassin, 


HE WOULD HAVE BLOWN 
ANARCHIST TO ATOMS 


In All Churches Throughout United 
States Prayers Ascend That the 
President So Cruelly Strick- 
en Down May Be Spared 
to Country. 


Washington, September 8.—‘The 
exigencies of life are such that no 
man living can count upon the con- 
tinuance of existence for any length 
of time. Among these exigencies 
are disease, accident and the bullet 
of the assassin, such as we have 
heard of in the past forty hours. 
That occurrence at Buffalo indicates 
that no man is safe from the shaft 
of death. It is very difficult to get 
away from it and while I have ever 
been loyal to the law and have ever 
contended for its.strict enforcement, 
I must say that the affair of 4 
o’cl6éck Friday has almost converted 
me into an advocate of lynch law. 
Surely there was no occasion, no 
zeason for that- dreadful deed, and 
“Whether the ‘work of a sané man or’ 
‘a lunatic, there can be no justifica- 


tion for it.” 

The above extract from the sermon of 
Dr. H. R. Naylor, presiding elder of the 
Washington district, was only direct ref- 
reference made in the regular sermon 
preached today at the Metropolitan Meth- 
edist Episcopal church, which is the 
church President McKinley attends when 
in Washington. The sermon was brief, 
and the service was converted into a gath- 
ering of sympathy for the president. Of 
the several prayers, all were supplications 
for the early restoration to health of the 
president, of praise for his personality and 
admonition to Mrs. McKinley to stand 
firm in this trying time. 

SYMPATHY EXPRESSED 
FOR THE PRESIDENT 

When the regular service had been con- 
cluded, the congregation, which was large, 
transformed itself into a mass meeting, 
and upon motion of Judge T. H. Ander- 
son, of the district supreme court, by a 
standing vote directed that the following 
expfession of the sense of the congrega- 
tion be sent to the president: 

“The board of the Metropolitan Meth- 
adist Episcopal church and congregation 
assembled extend to you and your de- 
voted wife the deepest sympathy and 
earnestly pray that God in His great 
mercy may comfort and sustain you and 
spare your valued and useful life to the 
church and hation.”’ 

The message was signed by all the mem- 
bers of the official board. 

The adoption of this resolution was fol- 
lowed by remarks by several! of the lead- 
ing members of the church, all filled with 
sentiments of the-deepest regret for -the 
Buffalo tragedy and highest praise for the 
president as a man and a member of their 
congregation. When the meeting finally 
adjourned the members of the congrega- 
tion gathered about the altar, exchanging 
condolences and regrets. These expres- 
sions, however, were not entirely harmo- 
nious, for mingled with the general con- 
versation were remarks in deprecation of 
Dr. Naylor’s reference to the summary 
punishment of the president's assailant. 
It was characterized and condemned hy 
some as open Advocacy of Ivnch law. 
PREACHER WOULD HAVE 

SHOT DOWN THE ASSASSIN 

On the other hand, there were many 
who took occasion to express to Dr. Nay- 
lor their complete indorsement of his po- 
sition. He did not for a moment seem 4is- 
posed to change his attitude. He sald to 
those with whom he spoke: 

“TT had been there IT would have blown 
the scoundrel to atoms if I had had a 
pistol.” : 

Dr. Bristol, the rnastor of the church. 
is in London attending the sessions of the 
ecumenical conference. 

Among those who spoke in the congre- 
rational meeting were Judge Anderson, 
Judge A. D. Lynch, Rev. J. D. Croissant 
and Dr. Naylor. Judge Anderson spoke 
of the sorrow felt by the congregation, 
but deprecated any sentiment which 
would seem to lend influence to the sum- 
mary and speedy punishment of the author 
of the attempt upon the president’s life. 
Notwithstanding the moral sense of the 
‘world had been aroused by the awful 
crime, he was sure, he said, that the law 
would bé. vindicated and the national 
sense of order and justice maintained. 
He felt, as did others, that if ever a crime 
had been committed which deserved sum- 
mary punishment, this one did, but he 
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UFFALO, September 8.—Through 
B this quiet, peaceful Sabbath every 

word that came from the big vine- 
clad house on Delaware avenue, in which 
the stricken chief magistrate of the na- 
tion Hes battling for life, was reassuring 
and tonight the chances of his recovery 
are so greatly improved that all of those 
who have kept the patient vigil at his 
bedside feel strongly that his life will be 
spared. | 

The developments of last night and to- 
day were dreaded, but hour after hour 
passed and the distinguished patient, 
Struggling there beneath the watchful 
eyes of physicians and trained nurses, 
showed not an unfavorable symptom. 
Five times during the day the eminent 
doctors and surgeons assembled for con- 
sultation and each time tie verdict was 
unanimous that what change had oc- 
curred was for the better. 

Not the slightest premonitory symptom 
of peritonitis appeared and the fresh hope, 
born with the morning, grew stronger 
and stronger as the day advanced until 
toward evening the confidence expressed 
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in the president’s recovery seemed al- 
most too sanguine. 
HEARTS LIGHTENED 
BY THE BULLETINS 
Dr. Charles McBurney, the famous New 
York surgeon who was summoned in con- 
Said he 


sultation, after an examination, 


had found not a single unfavorable symp- 
tom, and joined in the last 
bulletin, which declared the presidént’s 
condition was satisfactory to all the phy- 
sicians present. It s not strange, there- 
fore, that the vice president, the 
bers of the cabinet and other distinguish- 
ed visitors who called came away with 
lighter hearts and buoyant tread and gave 
expression to the most optimistic senti- 


afternoon 


mem- 


ment. 

The encouraging news spread over the 
city with great rapidity. and thousands 
‘came in carriages, in street 
afoot to learn for themselves of the fzith 
and confidence ¢,hat existed about the 
Milburn house. The brightness of the 


with its cool, 
only added to the 
and when a score of news boys darted 
into the crowd about 6 o'clock shouting, 


Cars and 


bracing atmosphere 


day, 
general cheerfulness, 


+@- @ -@- @ -0- @-0- © -e @ -0:@ -0- @-e-@ -o-@-e- @ -e-@-0-@-e-@ 


DR. RIXEY, : 

One of the Attending Physicians. 
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“Extra! The presifent ‘will live!’’ 1t 
was with difficulty Mat they could sup- 
press the shouts of thanksgiving that rose 
in their throats. | 

And the newspaper men, many of whom 
have been at their posts for forty-eight 
hours continuously, remained steadfastly 
there throughout the day in the IHittle 
white walled tents’ across the street from 
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the house where the country’s patient lay 
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cians at 3 a. m.: 
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Sfiourn House, Buffalo, N. Y., September 8. 
following bulletin was’ssued by the president's phy- 


“The president is resting.comfortably, and there is no 
special change since the last bulletin. Pulse 130; temper- 
ature 101.6; respiration 30.” 


Harry Hamlin left Milburn house at 3:30 a. m. 
said: “There has been no change,” 
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is silent on the subject. There is no pre- 
cedent to follow. During the protracted 
illness of President Garfield and before 
his death Vice President Arthur was 
not called upon to act. The concensus of 
opinion among the members of the cabi- 
net is that should the occasion arise they 
themselves would have to decide and 
proclaim the existence of the disability. 
The supreme court, they say, could not 
do so, as there would be no way in which 
the question could be raised before that 
tribunal. 

Vice President Roosevelt's attendance at 
the morning service of the First Presby- 
terian church gave occasion for a heart- 
felt expression of sorrow universally felt 
over the calamity and the detestation of 
the assassin’s methods. The fervid prayer 
by the pastor, Dr. Mitchell, invoked the 
sternest reprobation of anarchy and ask- 
ed that the temples of public life be 
scoured of men willing to temporize with 
the madness of anarchism. 

The interest in the president’s condition 
was such across the Canada border that 
the press was asked to furnish a bulletin 
this morning to be read in the churches 
in Quebec and Montreal, and many re- 
quests of a similar character came di- 
rect to Secretary, Cortelyou from dliffer- 
ent parts of the United-States. The mes- 
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PRESIDENT McKINLEY MAKING HIS ADDRESS AT BUFFALO JUST PRIOR TO BEING SHOT. 


and flashed the news over land and sea. 
BUT DANGER POINT 
HAS NOT BEEN PASSED 
And yet, despite all this optimistic 
opinion, the president is by no means cut 
of danger. Not one of his physicians, 
not one of his advisors who is ucmitted 
has the temerity to 
But 


to the inner councils, 
go-so far as to declare that he is. 
if he continues to improve for o9ne more 
day the danger of peritonitis, 
most dread, will have practically disap- 
peared. 

Yesterday one of the doctors thought 
forty-eight hours would be the limit of 
danger from that source, but his more 
colleagues believe’ that 
twenty-four hours—possibly thirty-six— 
from this time must elapse before the 
possibility of peritonitis shall have van- 
ished. That disposed of, still other com- 
Blood potsoning 


conservative 


piications may. arise. 
might set in or an abscegs form where 
the bullet is imbedded in the muscles 
of the back. Thus far the ball of the 
assassin, which is still in the body, gives 
the physicians no anxiety. But if the 
slightest inflammation appears in the re- 
gion of the lead the bullet will be imme- 
diately extracted. 
X-RAY MACHINE READY 

FOR USE ON PATIENT 

No difficulty is anticipated in this re- 
gard. One of Edison's best X-ray ma- 
chines and his most skillful and trusted 
operator, Dr. H. A. Knolls, arrived to- 
day. The batterles were charged 
the machine is ready for instant 
With it the physicians say there is not 
the slightest doubt that the ball can be 
located perfectly. for an operation. They 
do not deem it advisable to sap any of 
the president’s strength at this time. All 
his reserve force is needed now to resist 
the attack of peritonitis and septic poi- 
soning. Besides, if inflammation does 
not set in around the bullet it will soon 
become encysted. 

Some of the effects of the ether which 
was administered when the operation was 
performed on the president had - disap- 
peared this morning and the president's 
mind had been perfectly clear during the 
time he was awake today. Today for the 
first time he had the solace of natural 
sleep. While he was still more or less 
under the influence of the anaesthetic, 
his slumber was restless and disturbed, 
and did him little real good. Today be- 
tween 9 and 4 o’clock he slumbered quiet- 
ly for about four hours and the physi- 


and 


use. 


which is| 


unofficially that his sleep 
quiet and reposeful and had 
helped the sufferer a great deal. 
MEMBERS OF CABINET 

ARE ALMOST JUBILANT 
also for the first time, nourish- 
It was liquid in 


cians stated 
had been 


Today, 
ment was administered. 
form was injected 


and hypodermically 


the possibility of irritating the 


The exterior wound 


to avoid 
walls of the stomach. 
was dressed this morning and is progress- 
ing satisfactorily. 

All day the members of the cabinet and 
others associated with the president in 
nublic life 
all reflecting the hopeful outlook at the 
Milburn house. Vice President Roosevelt 
earlier bulletins and after going 
There 
They 
and gave ernression 
and 


went away almost jubilantlv 


read the 
to church hurried to the residence. 
he was foined by Senator Hanna. 
came away together 


to the most confident encouraging 


sentiments. The vice president not only 


shared the cheerful feeling, but was ex- 
tremely optimistic. Both gentlemen took 


unmeasured 
gaining circulation 


vecasion to denounce in 
terms the statements 
in some quarters that the doctors were 
not frank in their communications to the 
public. They 
dent’s favorable condition was even un- 
derstated by the physicians through mo- 
tives of conservatism during the seven- 


maintained that the presi- 


ty-two hours period. 


Later Secretary Cortelyou took occa- 


sion to emphasize this very point by is-' 


suing an official! statement assuring the 
public of the complete trustworthiness of 
the bulletins sent out by the physicians. 
again during the 
afternoon and was seldom far removed 
from the Miiburn house. Secretary Root 
has taken up quarters immediately 
frequent consultation 
Secretary Gage, 
and Attorney Gen- 
r about noon and 


Senator Hanna came 


next 
door and was in 
with the men inside. 
Secretary Hitchcock 
eral Knox called togethe 
indeed there was no time during the day 
when some member of the cabinet was 
not in the house where his stricken chief 
lay. Even those most prominent in public 
life did not see him, as the doctors would 
not relax the fronclad rule they have laid 
down to prevent the least drain upon his 
energies and vitality. 
CABINET WILL CONSTRUE 
THE DISABILITY CLAUSE 
All of the members of the cabinet are 
row here except Secretaries Hay and 
Long. The former telegraphed today 
that he would start from Newberry to- 
morrow, probably in time to be here to- 
morrow night. Secretary Long also tel- 
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egraphed that he was coming. The cab- 
inet officers are holding no formal meet- 
are some matters 
dis- 


ings, although there 
of public business which they daily 
and the con- 
the president grow 
worse are also thoroughly canvassed. 
They do not believe that there is the 
most remote possibility that Vice Presi- 
dent Roosevelt will be called upon to é@xer- 
cise the functions of chief magistrate 
under the disability clause of the con- 
stitution while the president lives. 

Vice President Roosevelt would not hear 
of such a course. Still in the event of 
grave international complications an 
emergency might occur and the question 
has arisen in 'their minds as to who 
should proclaim the disability provided 
for by the constitution. That instrument 


cuss informally, possible 


tingencies should 
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sages of sympathy from all over the Unit- 
ed States and all over the world, in fact. 
have fairly overwhelmed Secretary Cor- 
telyou. Two more white house stenog- 
raphers have been sent for and upon 
their arrival, perhaps tomorrow, some. of 
the more important messages will be 
made public. 
MESSAGES OF SYMPATHY 
FROM CROWNED HEADS 
Almost every government in the world 
has been heard from, most of the crowned 
heads of Europe sending personal mes- 
sages. Among the latter are King Ed- 
ward VII, Emperor William, the kings of 
Portugal, Italy and Sweden, and the sul- 
tan of Turkey. President Loubet, of 
France, has also cabled his sympathy 
direct. One of the most touching mes- 


Continued on Second Page. 
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ASSASSIN LEON CZOLGOSZ. 
Drawn from a Description Tele graphed from Buffalo the Day of 
His Cowardly Deed. 
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Attack On Mckinley Will Re- 
sult in World-Wide Crusade 
Against the Anarchists 


UNITED STATES 10 AID 
NATIONS OF EUROPE 


President Sylvester, of National As- 
sociation of Police Chiefs, Takes 
a Decisive Step—Crusade 
Against the “Reds” Ig -. 
on at Chicago. 
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Philadelphia Pa., Septem- 
ber 8.—The North American 
has polled entire congress 
following question: 

Do you favor following 
Legislation a law forbidding 
the entrance into the United 
States of those called anarch- 
ists and believing in the de- 
struction, overturning and 
subversion of established 
government and amendment 
to naturalization laws mak- 
ing these principles a dis- 
qualification for citizenship? 

Every answer promises 
vote for such legislation. 


? 
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Washington, September 8.—Major Rich- 
ard Sylvester, as president of the Nation- 
al Association of Chiefs of Police of ite 
United States and Canada, yesterday took 
a decisive step looking to the adoption ofr 
a uniform policy throughout the world 
in dealing with anarchists by addressing 
a letter to the board of directors of the 
association and requesting their coaper- 
ation in bringing the various heads of 


the police departments of the worid to-. 


gether in convention. The commu:iication 
says: 

“The National Association of Qhiefs of 
Police of the United States and Canada 
at the last annual meeting adopted a res- 
olution inviting the heads of foreign po- 
lice departments to participate in our 
annual discussion, and the distressing ca- 
lamity which this country recently expe- 
rienced through the act of an assassin 
confirms the belief that the import: of 
the resolution should be impressed on for- 
eign officials with a view of having such 
of their number present at our next an- 
nual meeting as may be able to attena; 
this with the hope that a closer réla- 
tionship may be established officially and 
personally, and that there may be an in- 
terchange of opinions as to the best meth- 
ods to be pursued to eliminate from so- 
ciety such organizations and persong as 
may be evilly disposed toward institutions 
of government and those charged with 
their conduct, 

“This is a most vital question and if the 
laws are inadequate to crush such organi- 
zations and punish such characters, there 
should be recommendations from a po- 
lice standpoint which would forever pre 
vent the like in this country and aid the 
authorities abroad, 

“In the’ meantime there should be ac- 
tive efforts made looking to the eradica- 
tion of these evils and information gath- 
ered and disseminated through the nation- 
al bureau of criminal identification with 
a view of accomplishing such ;esult.” 

This proposition will be acted upon by 
the directors individually by matl. lf the 
board of directors vote to adopt their 
executive’s views the secretary of tho 
association will be authorized to address 
a letter to the officials having charge of 
the police affairs of the European na- 
tions requesting their attendunce of the 
convention next year, when it is expected 
some definite steps will be taken to ef- 
fectually stamp out or destroy the danger 
arising from anarchistic plots. — 


IMPOSE THE DEATH PENALTY 


For an Attempt on the Life of the 
President. 

Cumberland, Md., September 8.—In dis- 
cussing the attempted assassination of 
President McKinley, Congressman George 
A. Pearre, of Maryland, said: 

“TIT will offer a bil] itn the next congress 
of the United States amending the con- 
stitution so as tO make an unsuccessful 
attempt upon the life of a president of 


the nation, treason and the penalty death, 
The man who strikes at the nation’s head 


is a public enemy and should be treated 
as such.” 


Big Fire in New Orleans. 

New Orleans, September 8.—There wag 
a large fire in the wholesale district on, 
Common street between Tchoupttoulag 
and Magazine streets tonight, destroying 
J. H. Menger’s wholesale grocery and 


ship chandlery and L. M. Brunswig €&. 
loss will | 


Company’s warehouse. The 


reach $200,000. 
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‘ “ALL CROWN HEADS 
"CABLE THEIR GRIEF 
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had been requested to communicate by the 
governor and people of Barbadoes, of 
Trinidad and Tobago, of the mui. .... 
of the Windward Islanids.’’ 


‘Mr. Carignani, the Italian charge, sent 
the following: 

“In pursuance of instructions of Italian 
premier, I have the honor, in the name 
of the Italian nation, to express to your 
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Polish citizens ofthe United States, pro- 
test most energetically against the insin- 
uations of the English newspapers .as if 
the anarchist who raised his sacrilegious 
hand against the highest authority of 
the great republic had any connection | 
with the Polish people residing in these’ 
states. The would-be assassin is a-He- 
brew by birth, but professes to be an. 
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MAKES “HO IRQUIRIES: 
ABOUT THE’ PRESIDENT 


, the Besult of Victim’s Injuries. 
| In Several Cities Arrests 
_of Supposed Accom- 
~. plices Made. 
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Buffalo, September 8.—A member of the 
firm of Walbridge & Co., it is said, has 
identified the hox in which the revolver 
‘with Which “Czolgosz shot President Mc- 
‘Kinley as having the price marks of 
that firm. It is supposed the weapon 
was sold on Tuesday last. It is not 
known whether it was personally. pur- 
chased by Czolgosz. Only the empty box 
‘Was found in Czolgosz’s baggage. 

Czolgosz still continues: to eat well and 
sleep well and seems absolutely indiffer- 
went to his fate. He makes no inquiries 
as to the condition of the president and 
@pparently cares nothing at all as to the 
outcome of his injuries. : 

Alfonzo Stutz; supposed to be a Ger- 
man, 3% years of age, was arrested today 
‘on suspicion. A pair of: brass knuckles 
was found on him. Later Superintendent 
of Police Bull cleared Stutz of any part 
in the plot against the life of President 
McKinley. Discussing his arrest, he-said: 

“We are satisfied that Stutz did not 
even know Czolgosz and that he had 
nothing to do with the crime. He ar- 
‘rived here the day Czolgosz did and 
roomed near him. We rounded him up 
with several others whom we believed 
might have been implicated. We found 
a pair of brass knuckles on him and 
as that was an offense, we held him 
for it. He was formerly a lieutenant in 
‘the German army and arrived in Amer- 
lea by. the steamship Deutschland about 
ten days ago.”’ 

Superintendent Bull said tha had 
been advised of the arrests in Chicago 
and that he was making a careful inquiry 
to show any connection that may exist 
between the men in custody and his 


prisoner. \ 
It is reported hére that Pmma Goldman, 


anarchist leader; was hére last Monday 


‘and that she otéupied ‘a house a few 


doors from where Czolgosz lived,. Super- 
intendent Bull is said to have asked 
New York to arrest her. The New York 
police are said to be investigating the 
case at the request of Governor Odell. 
St. Louis, September 8&—Emma Gold- 
man, the anarchist lecturer and author, 
who wrote the book that Czolgosz says 
inspired him to attempt to assassinate 
President McKinley at Buffalo, arrived In 
St. Louis Thursday night. She was in 
the city all day Friday, the day the pres- 
ident was shot. The police believe she 
de ed later the same evening for Chi- 
ago or Buffalo. Whether she left the 
wity or not the police and the federal of- 
ficers are making evefy effort to appre- 


“hend_ her. 


Assassin Guest of Chicago 

Chicago, September 8.—If any further 
proof were needed that Leon Czolgosz 
Was the guest of Chicago anarchists 
thortly before he went to Buffalo on his 
murderous mission ‘against President Mc- 
Kinley, it was supplied today by three 
of the prisoners in the central police 
station. They identified a photograph of 
the murdérous /“‘red’’ as a picture of a 
man whom they saw at the home of 
Abraham Isaak, 515, Carroll avenue, not 
longer ago than July 12. 

The eleven men and women who are 
avowed anarchists were formally booked 
tonight on the charges of conspiracy to 
commit murder. They will be~taken to 
Justice Prindiville tomorrow morning for 
@ hearing. It is. settled practically. that 
the prosecution will ask for a continuance 
of ten days, that the police may have 
more time for an investigation. This 
much was intimated tonight by Captain 
Colleran. 

“TIT am not prepared to say that a con- 
spiracy to kill President McKinley was 
formed in Chicago,’ he said. “The evi- 
dence in our possession has been turned 
over to the law department, and while 
We are ready to begin the hearing to- 
morfow, it is possible that the city prose. 
cutor may want more time. In that event 
he will ask for a continuance.”’ 


POLES DENOUNCE ASSASSIN. 


Deny He Is Connécted with Polish 
People in America. , 
‘Philadelphia, September 8.—Four hun- 
dred Polish-Americans gathered in St. 
Laurentius Roman Catholic church . to- 
day, resolutions deploring the 
shooting of President McKinley and pro- 
tested against the statements that the 
would-be assassin was connected with 
Polish people of this country. Among 
“ present were five Polish priests. 
‘The resolutions, after regretting the at- 
tempted murder, continue as follows: 
“Resolved, that we, as Roman Catholic 
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agnostic or an atheist. The Polish na- 
tion can boast of never having produced 
&@ man who would stain ite reputation by 
attacking a Jawful authority because im- 
bued with Christian principles. It is 
well aware that all lawful 
comes from God and must be respected.” 

Separate telegrams of sympathy were 
sent beth to the president and Mrs. Mc- 
Kinley. They were signed by Joseph 
Slomskowski, chairman of the meeting, 
and John A. Seraphin, secretary. Seven- 
teen Polish-American societies, it is 
claimed, were represented at the meet- 
ing. . 

New York Poles Act. 

New York, September 8.—An indigna- 
tion meeting attended by about 600 Poles, 
of which it is estimated there are 80,000 
in New York city, was held today at the 
Church of St. Stanislaus and bitter words 
of denunciation of Czolgosz and his crime 
were uttered, , while the expression of 
Sympathy for the president and those 
belonging to him was° warm and univer- 
sal. Doubt as to the nationality of the 
would-be assassin was expressed, and it 
was decided to send a delegate to Cleve- 
land and Toledo at once to look into his 
ancestry and to prove to the American 
people that he is, not a Pole, but a Rus- 
sian by ‘descent. That delegate will leave 
New York for the west tomorrow. . 


ON TRAIL OF ANTONIO MAGGIO. 


Officers Want the Man Who Predict- 
ed McKinley’s Death. 
Leavenworth, Kans., September 8.—An- 
tonio Maggio is well known in Leaven- 
‘worth. He was a members of the Soldiers’ | 
home band for about eight months and 
also played with a local orchestra. A 
brother, Frank, is now employed as a 
barber in a local shop. The«two broth- 
ers were born in Palermo, Sicily. They 
‘came to America eight years ago and 
lived for several years in New Orleans. 
Antonio Maggio ieft Leavenworth last 
January with the Andrews opera com- 
pany as a musician, and his friends ‘here 
have not heard from him since that time 
excepting a rumor that he had been sent 
to the penitentiary in Missouri for kill- 

ing a man in that state. 

Frank Maggio, asked where his brother 
is, replied: 

“The last I heard from him he was in 
Silver City, N. Mex., in an orchestra there. 
I believe he is there yet. I heard of his 
killing a man in Missouri and being sent 
to the penitentiary, but do not*believe it.’’ 

When told that his brother had predict- 
oe oe McKinley’s death, Maggio 

*‘May be he did. I don’t know whether 
he belonged to any secret societies or not. 
He was a kind of socialist and lved in 
Louisiana, where the members of the 
mafia were thick.’ ; 

“Did he ever say anything to you about 
an order to kill McKinley?” asked the 
reporter. 

“No, he did not. You see, he traveled 
around a whole lot. I never lived with 
him very much. He was hot tempered 
and we could not get along. I never heard 
of him joining any societies.’ 

“Do you belong to any of these societies 
or do you know of anv order being made 
for, McKinley’s-\assassination?’ he was 
asked. 

“No, I do not.” 


Inquiries at Mobile. 


Mobile, Ala., September 8—Secret service 
agents today sought out and interviewed 
the former members of the Andrews op- 
era company who remained in Mobile 
when the troup left for Kansas City for 
the purpose of learning what they could 
about Antonio Maggio, the former cornet 
player of the company, who is alleged to 
have told Fritz Huttmann, another mem- 
ber of the company, last March that Pres- 
ident McKinley would be assassinated be- 
fore the 1st of October, this year. Mag- 
gio was known to be a rank anarchist. 
After a quarrel with Manager Andrews 
because of his (Maggio’s) anarchistic ten- 
decies, Maggio left the company at Silver 
City, N. Mex. The departmentis anxious 
to locate Maggio. He is thought by former 
members of the Andrews company to be 
still in or about Silver Cify. It is thought 
by the former members here that Mag- 
gio has a brother in business in Leaven- 
jay Kans. He is said to be a mer- 


Geman 


CINCINNATI MAN IS WANTED. 


Believed That Laux Knew of the 
Murderbus Plot. 


Cincinnati, September 8—The ramifica- 
tions of the band of anarchists which ts 
supposed to have been responsible for the 
commission of the terrible tragedy at Buf- 
falo Friday, are believed to extend into 
this city. The local police authorities 
have. received a telegram from Chief 
Wilkie, of the federal secret service de- 
partment, requesting the arrest here of 
E. Laux, 1430 Monroe street. Beyond this 
statement no information was furnished. 
Detectives have failed to locate Laux, as 
there is no such number on Monroe street. 
The police claim to have the details of a 
former plot which was hatched here anda 
in which a Cincinnati man left here for 
Canton, Ohio, the home of the president, 
for the purpose of murder, ,but returned 
unable to fulfill his purpose. 7 

It is thought that Emma Goldman visit- 
ed here incognito recently. Secret service 
agents are expected here in a few days. 


POPULIST IS BADLY POUNDED. 


He Said That McKinley Reaped the 
Fruit of His Policy. 

Omaha, ag September 8.—The con- 
gregation of the Presbyterian church at 
Fairmount, Nebr., postponed its service 
this morning until it had administered 
punishment to a villifier of President Mc- 
Kinley. A populist of the radical type 
expressed his view on the church veran- 
da that McKinley had:reaped the iegiti- 
mate fruits of his encopragements of 
trust and the money power. A crowd of 
young men thereupon ducked him in a 
near-by pond, and setting him astride a 
rail carried him out into the country. He 
Wds dumped into a thicket and warned 
not to return. 


) 
DRANK TOAST TO ASSASSIN. 


Two Hundred Reds Celebrate Shoot- 
ing of President. 

McKeesport, Pa., September 8—Two hun- 
dred Italian anarchists celebrated Presi- 
dent McKinley’s assassination today at 
Guffey Hollow, a mining hamlet across 
Youghiogheny river from Buena Vista. 
Beer, whisky, speeches, songs And prais®s 
for Czolgosz were the order of the day. 
This is one of the largest anarchists 
groups in the country. It was started and 
led for years by Garcfa Ciamcavilia, who 
now lives at Spring Valley, Ill., aiid edits 
The Firebrand, tge anarchiSt organ of 
Chicago. When Bresci assassinated King 
Humbert he declared that McKinley would 
be the next victfm of thé anarchist picts. 
He also drew up resolutions praising 
Bresci, which were published in Pitts- 
burg newspapers. Since moving away the 
Italians gay he has: still. been an active 
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| spirit in’ the Guffey Hellow: group. 
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Buffalo, N. Y., September §.—The opera- 
tion performed at the Emergency hos- 
pital left no need for a second operation 
to follow it almost immediately. The 
full details of the operation heretofore 
have not been known. It was performed 
by Dr. Matthew D. Mann. His first as- 
sistant was Dr. Herman Mynter. His 
second assistant was Dr. John Parmenter. 
His third assistant was Dr. Lee, of Bt. 
Louis, who happened to be on the expo- 
sition grounds at the time of the trag- 
edy and placed his service at the dis- 
posal of the president. Dr. Nelson Ww. 
Wiison noted the time of the operation 
and took the notes. Dr. Bugene Wasdin, 
of the marine hospital, gave the anaes- 
“thetic. Dr. Rixey arrived at the latter 
part of the operation and held the light. 
Dr. Park arrived at the close of the op- 
eration. It was Dr: Mann who wielded 


the knife. 

The operation lasted almost an hour. 
A cut about five inches long was made. 
It was found necessary to turn up the 
stomach of the president in order to 
trace the course of the bullet. The bul- 
let’s opening in the front wall of the 


\ MILBURN HOUSE AND ITS OWNER. 


stomach was small. and it was carefully 
closed with sutures, after which a search 
was made for-the hole in the back wall 
of the stomach. This hole, where the bul- 
let went out of the stock, was larger 
than the hole in the;front wall of the 
stomach—in fact, it was.a wound over an 
inch in diameter, jagged and ragged. It 
was sewed up in three layers. This 
wound was larger than the wound where 
the bullet entered the stomach because 
the bullet in its.course forced tissues 
through ahead of it. 

In turning up the stomach—an act that 
was absolutely negessary.and was per-. 
formed by Dr. Mann with rare skill—the 
danger was that some of the contents of 
the stomach might go into the abdominal 
cavity and as a result. cause ‘peritonitis. 
It so happened that there was very litttle 
in the president’s stomach at the time 
of the operation. Moreover, subsequent 
developments tend to show that this feat- 
ure of the operation was grandly success- 
ful and that none of the contents of the 
stomach entered the abdominal cavity. If 
any of the contents had entered the cav- 
ity, the probability is. that before now 
peritonitis would have set in. | 

In this connection jit is of interest that 
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HOW SURGEON'S KNIFE WAS USED 
ON WOUNDED CHIEF MAGISTRATE 
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some experienced surgeons do not mind 
the temperature at all in noting the bul- 
letins of the president’s condition, but 
say that so long as the pulse is in the 
proper relation to the temperature in a 
big operation like this it is very common 
for the temperature to remain around 
102, or even 103. . But if the temperature 
had dropped and the pulse had acceler- 
ated, it would have been a danger signal 
of peritonitis setting in. It is of interest 
also to know that after an operation of 
this kind the peristaltic or compresswe 
action in the abdominal cavity ceases or 
becomes retrograde. After the operation, 
as soon ag the patient passes any gas 
is a sign that 
peristaltic action has recommenced nor- 
mally and that the danger of peritonitis 
was practically over. After an operation 
such as was performed on the. president 
the surgeons wish. to know at once when 
gas is passed, for they take it then that 
the patient in comparatively safe from 
peritonitis. The point of importance tn 
connection with these facts is that the 
president pased gas and later there was 
a further movement. Coupling this fact , 
with the bulletins issued by the surgeons, 
the basis of hope seems stronger. 
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sages thus far received was from Madame 
Labori, the wife of Maitre Labori, who 
defended Dreyfus in his famous trial at 
Rennes. 

Mrs. McKinley continues to bear up 
bravely and her fortitude under the cir- 
cumstances is regarded as remarkable. 
One of her dearest and closest friends, 
Mrs. Rand, of Washington, has arrived 
here and probably will remain with her 
during this trying period. 

Secretary Cortelyou, in whose hands the 
management of everything seems to be, 
was able to take some rest this morning 
for the first time since the tragedy. The 
great confidence which the president has 
in his secretary could not have been more 
strikingly illustrated than at the exposi- 
tion hospital, when he was about to be 
place@ upon the operating table. The 
president realized that the sooner the 
operation was performed the better, and 
he was perfectly willing to submit him- 
self to the knife. His only solicitude was 
as to the competency of the surgeons who 
were to perform the operation. Just 
before he was placed upon the table he 
called Secretary Cortelyou to him and 
asked whether the surgeons were all 
right. Mr. Cortelyou assured him that 
he had made inquiries and that they 
were reputed to be among the most skil- 
ful in their profession. The president ac- 
cepted the assurance instantly and imme- 
diately announced that he was ready. 

The members of the cabinet aré doing 
everything in their power to prevent the 
sensational exploitation of Czolgosz, be- 
cause he undoubtedly craves notoriety, 
and because his fellow anarchists 
throughout the country love it. They do 
not desire to place any stone in the path 
of the authorities who are laboring to 
unravel the plot, if any existed, and all 
the machinery of the government secret 
service will be used to aid the state au- 
thorities in the prosecution of their inves- 
tigation. But by the direct request of 
Secreary Root, on behalf of his colleagues, 
the district attorney and the police will 
not permit the prisoner to be seen or 
interviewed, nor will they discuss the 
methods or the results of their efforts to 
discover the originators of the plot. All 
that has leaked out from the jail shows 
that the prisoner is vain and boastful of 
his crime, and would, if given an oppor- 
tunity, fill the newspapers with columns 
of his vaporings. 


SOME SABBATH SCENES 
ABOUT MILBURN HOUSE 

The scene about the Milburn residence 
this morning was calm and peacefui. 
The Sabbath had dawned with a blazing 
sun and a cool northwest wind. About 
the adjoining streets the soldier guards 
with fixed bayonets paced their beats, 
and opposite on the vacant lot, where 
four tents have been erected for the 
use of the newspaper correspondents and 
telegraph companies, a group of report- 
ers with attendant throng of messenger 
boys talked in suppressed tones. 

At the residence, except for a solitary 
policeman at the main entrance, there 
was ho sign of life until 8 o'clock, when 
General Carrington, of Massachusetts, 
arrived to inquire of the president's con- 
dition. Soon afterwards Drs. Park, Was- 
din and Mann arrived for the morning 


HOPE IS DAWNING 


‘dent’s wife during this 
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consultation. Then twenty-seven men of 
the Fourteeenth Infantry, with two ser- 
geants_and two corporals, under the 
command of Second Lieutenant HMamil- 
ton, marched up to relieve the night de- 
tail. While the physicians were in con- 
sultation Elmer Dover, Senator Hanna’s 
private secretary, appeared with a mes- 
sage from the senator asking for news. 
Dr. Rixey sent him a very encouraging 
message to the effect that the president 
had had a very good night and that none 
of the unfavorable symptoms had ap- 
peared. At 9 o’clock the physicians is- 
sued’a bulletin, which was by far the 
most encouraging statement that has yet 
emerged from the sick room, and the 
face of the attendant who brought it 
across to the newspaper tent fairly 
beamed as he handed it to the reporters. 

‘“TIt is good news,” said he. 

Before 9:30 silent crowds had congre- 
gated at the ropes far down.the street. 
Inquiries for news from the sick room 
were made in whispers, as if the least 
audible sound might disturb the coun- 
try’s patient a third of a mile away. The 
reassuring report that there had been 
no change for the worse and that the 
doctors were encouraged was received 
with manifestations of joy. Faces bright- 
ened and there was much thanksgiying. 
The majority of the inquirers, after re- 
ceiving the cheering news, turned back 
into the heart of the city to carry the 
glad tidings to their homes, but many 
remained at the ropes, taking up their 
positions as if they intended to remain 
there for the remainder of the day. 
HUNDREDS GATHERED 

EAGER TO HEAR NEWS 


A few who could furnish @ reasonable 
pretext were allowed to pass the first 
of the sentries at the second rope, a block 
from the Milburn residence, and by 10 
o’clock several hundred people were at 
the inner lines on either side. 

Mrs. McKinley passed a comfortable 
night and shows no signs of breaking 
down. The whole atmosphere about the 
Milburn residence grew more perceptibly 
brighter as the day passed without un- 
favorable symptoms of any sort. 

Dr. Charles McBurney, the famous New 
York surgeon, drove hastily up to the 
residence soon after 10 o’clock. Dr. Mc- 
Burney is considered one of the leading 
surgeons of the country, and his reputa- 
tion is world-wide. His counsel is de- 
sired, although the president’s advisors 
have the fullest confidence in Dr. Park, 
who also enjoys the highest reputation 
as a surgeon. Indeed, he is considered 
by far the ablest surgeon in this part 
of the state. , 

The president, who was free from pain 
for the first few hours after the shooting, 
has suffered-considerably since, and 
when unconscious or  semi-conscious 
moans as if in agony. When completely 
conscious, however, he bravely gives no 
sign of suffering. 

Major and Mrs. Rand, who are intimate 
friends of the president and- Mrs. Mc- 
Kinley, reached Buffalo this morning 
from Washington and went immediately 
to the Milburn residence. Mrs, Rand is 
one B.- — McKinley's para tv etog 
friends. her presence: with.the presi- 

trying period, it 


THAT PRESIDENT 
WILL PASS THE CRISIS IN SAFETY 


should be circulated,” said he. ‘The phy., 
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is believed, will- be a great comfort to 
the latter. 

Secretary Wilson, Senator Proctor of 
Vermont and Major General Brooke vis- 
ited the Milbyrn residence about Ill 
o’clock and appeared greatly encouraged 
by the news they received. Secretary 
Cortélyou sauntered: over to the newspa- 
per reservation about 11:30 o'clock and 
when questioned stated emphatically that 
he felt much relieved that no unfavorable 
symptoms had appeared. He said the 
bulletin issued this morning was with- 
out doubt the most favorable yet issued. 

Secretary Gage and Secretary Root ar- 
rived at the Milburn residence at 11:40 
and were received by Secretary Cortel- 
you. Secretary Root was accompanied 
by his physician, Dr. Dixon, who came 
to Buffalo with him from Southampton. 

At 12:40 p. m. Senator Fairbanks left 
the Milburn house full of hope. He said 
that the physicians feel certain and con- 
fident of the president’s recovery. 

A local physician, a specialist, with 
whom Dr. Park has consulted, told Rep- 
resentative Alexander that Dr. Park was 
exceedingly hopeful. He said to Mr. 
Alexander: 

“T feel certain the president will get 
well. This is not 1881 but 1901, and great 
strides have been made in surgery in the 
last twenty years.” 

NO ATTEMPT IS MADE 
TO WITHHOLD THE TRUTH 

Vice President Roosevelt arrived at the 
residence at 12:45 p. m. He walked over 
from the First Presbyterian church on 
Pennsylvania street, where he attended 
service this morning, and where frequent 
reference was made to the calamity 
which had fallen upon the nation. At its 
cloge the pastor, Dr. Mitchell, delivered a 
fervent prayer, in the course of which he 
said: 

“Unite, O God, the hearts of all lovers 
of righteousness in sternest reprobation 
of the anarchistic fury of reprobate lives 
and drive from the temples of public life 
men who are willing to temporize with 
this madness in state and city.” 

After a hymn the entire congregation 
united in singing the national anthem. 

Shortly after 1 o’clock Vice President 
Roosevelt and Senator Hanna left the 
house. They stopped on the corner to 
tell the newspaper men of the high hopes 
they had for the president’s recovery. 
The vice president said with great em- 
phasis that he felt satisfied of the presi- 
dent’s recovery and Senator Hanna inl 
terjected the statement that the presi- 
dent’s- condition, considering the circum- 
stances, could not be more favadgable. 
Complications might arise, said the sen- 
ator, but there were no indications: of 
them up to the present time. 

Senator Hanna then spoke of the news- 
paper statements that the reports of the 
physicians were being colored and did not 
show the president’s true condition. 

“It is outrageous that such. stories 


sicians are giving the facts to the public.” 

At this point Vice President Roosevelt 
with great earnestness laid his hand upon 
the senator’s arm. 


Senator, jet me put it this way,’’ he 
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NATIONS 10 THE SOUTH 
EXPRESS THEIR SORROW 


Outpour of Sympathy for the Strick- 
en President Is Considered Re- 
markable—Relief Is Felt 
in Engiand at Favor- 
able Reports. 


Washington, September 8.—Expressions 
of condolence from all quarters of the 
world continue to flow in upon the state 
department. Today’s messages were large- 
ly from crowned heads of Europe. Among 
them were: 

London, September 8.—Secretary State, 
Washington: Message condolence re- 
ceived from his majesty, the king, to 
American ambassador: 

“Offer my deepest sympathy at the das- 
tardly attempt on president's life. 


telegraphed direct to president. 
CHOATE.” 


‘Newport, R. I., September 8.—Secre- 
tary of State, Washington: The prime 
minister of Canada, commanded by the 
governor general, -desires me to convey 
to you his expression of the sense of 
horror with which the government and 
people of Canada have learned of the 
fiendish attempt upon the life of the pres- 
ident and the deep sympathy they feel in 
the distress of the American nation and 
the president’s family; they fervently 
hope and pray that it may please provi- 
dence to foil the hand of the assassin 
and to preserve a life held in such high 
reverence, not only by the people of the 
United States, but all other nations, and 
particularly the people of Canada, 

“LOWTHER, Charge, 

“On Behalf of Canada and Colonies.” 


‘The queen regent of Spain and her gov- 
ernment direct me to express the horror 
with which they have heard of the das- 
tardly attempt to assassinate the presi- 
dent of the United States and their hopes 
of his speedy recovery. ARCOS, 

“Spanish. Minister..”’ 


“The chamber of deputies of Chile sin- 
cerely laments the criminal attempt on 
the life of. the distinguished chief mag- 
istrate, Mr. McKinley, and expresses hope 
for his recovery. : 

“CONCHOW, President. 
“BLANCO, Secretary.”’ 


“The king and his government pray your 
excellency to transmit to President and 
Mrs. McKinley their sympathy, with in- 
dignant feeling for the shocking attempt 
on the president, and they hope for a 
prompt recovery. WAUTERS, 

“Charge of Belgium.’’ 


“Viceroy. Taomu, dreadfully shocked, 
asks me to convey through you heartfelt 
sympathy to President and Mrs. McKin- 
ley; says God surely would not permit so 
good a man to die through an assassin’'s 
bullet. McWADE, 

“Ty. 8. Consul at Canton, China.” 


“His majesty, the king of Wurtemburg, 
sends through me his deepest sorrow and 
sympathy, expressing hope that despicable 
murderous attempt. will have no serious 
consequence upon the president’s /ife. 
Please convey also my _ sincerest con- 
dolences. OZMUN, 

“ly. 8. Consul at Stuttgart.”’ 


“Beg my deepest sorrow and sympathy 
be offered to President and Mrs. McKin- 
ley. The minister of state at queen re- 
gent’s order called yesterday and today 
to ask that all news be sent to her im- 
mediately. STORER, 

“Ty. S. Minister to Spain.” 


“His Highness, Prince Regent Luitpold, 
absent. Telegraphs me to convey pres- 
ident and people profound sympathy; 
wishes speedy recovery. FALK,”’ 

“United States vice consul at Munich, 


Bavaria.”’ 


“The senate of Peru expresses to the 
people and government of the United 
States the profound feeling inspired in 
them by the iniquitous attempt of which 
the person of President McKinley has 


been a victim. CANDAMO, 
‘‘President.”’ 


“Buenos Ayres, September 7.—To the 
President of the Senate of the United 
States, Washington: The senate of the 
Argentine nation, in its session of today, 
has protested, rising against the attempt 
of which the illustrious president of the 
United States has been the victim, and 
makes wishes that God may preserve 
the life of so worthy a ruler. I send 
you greetings. 

“NORBERTO QUIRNE, COSTA, 
“President of the Senate.”’ 


‘‘Montevideo, September 7.—The govern- 
ment of Uruguay makes wishes for the 
speedy recovery of the illustrious presi- 
dent of the United States, Mr. McKinley. 


I send you greetings. 
“GORMAN BOOZEN, 
“Minister Foreign Affairs.”’ 


‘‘Minstead, September 7.—Deep sympa- 
thy and sorrow at fearful crime. 
“SIR WM. VERNON HARCOURT.” 


‘‘Montevideo, September 7.—President, 
House of Representatives of the United 
States, Washington: In the name of the 
house, I regret the sad accident that has 
happened to Mr. McKinley, and make 
wishes for the recovery of the illustrious 
invalid. . JOBE SAAVEDRA,”’ 

“President House of Representative, 
Uruguay.” 


“Lima, Peru, September 7.—Cuban col- 
ony express deep regret at dastardly at- 
tempt on life of President McKinley, of- 
fering earnést prayers for prompt recov- 
ery.’’ 


“Santiago, Chile, September 7.—Vice 
President of the United States, Wash- 
ington: The workmen of Chile deplore 
the attempt against the illustrious presi- 
dent.”’ 

“Mr. Lowther, the charge d'affaires of 
Great Britein, from R. L, sent 
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Have 


ee the deepest feelings of execra- 
tion of the crime committed against thea 
president of the United States, and the 
most fervent _wishes for his complete re- 
covery.”’ 

Consul General Hughes, « at 
Germany, cabled: 

“Prince Regent. Hohenlohe and govern- 
ments Coburg, Gotha and Meiningen re- 
quest me convey deepest sympathy. Ask 
condition president.’ 

Ambagsador Choate, at London, sent 
> om following from lord mayor of Lon- 

on: 

“The citizens of London have received 
with profound regret and great indigna- 
tion intelligence of the dastardly attack 
on the life of the distinguished pres- 
ident of the United States, and desire to 
convey through your excellency§ their 
sincere sympathy with your country in 
this melancholy event. They trust that 
so valuable a life as President McKin- 
ley’s may be spared for the welfare of 
the American people.”’ 


ee 


Coburg, 


From vice dean Canterbury Cathedral. 

“Accept expression of deep sorrow at 
outrage upon president. Prayers offered 
for his recovery at all services in Can- 
terbury Cathedral.”’ 

From lord provost of Edinbugh: 

“In the name of the citizens of Edin- 
burgh I beg to express horror at dastard- 
ly outrage upon President McKinley and 
to assure him and Mrs. McKinley and 
the government and pedple of the Unit- 
ed States of our sympathy with them 
and prayers for president’s recovery.” 


From Field Marshal Lord Roberts: 

“Please convey to President and Mrs. 
McKinley, on behalf of myself and the’ 
British army, our profound regret at 
what has occurred and our earnest hope 
that Mr. McKinley’s valuable life may 
be spared.’’ 


KING EDWARD AND EMPEROR. 


They Send Messages of Sympathy to 
the President. 

Buffalo, N. Y., September 8.—Following 
are the messages from King Edward and 
Emperor William: 

“Kiel, September 7.—To President Unitea 
States, Huffalo.—Am_ horrified beyond 
words at that dastardly attempt on your 
life. My best and warmest good wishes 
and most earnest hopes for your recov- 
ery. EDWARD.” 


“Koenigsburg, September 6.—To Fresi- 
dent United States of America, Byffalo.— 
Deeply distressed by the news of the 
dastardly attempt on your life. I express 
to you how I and the whole German peo- 
ple feel for you and for the anguish 
through which your country has to pass. 
May the Lord grant you a sure and 
speedy recovery, WILLIAM, I. R.” 


RELIEF IS FELT IN ENGLAND. 


Favorable Reports Concerning Mc- 
Kinley Cause Much Gratification. 
London, September 8.—Genuine réiHef 

pervades PEngland tonight over the’ fa- 

vorable reports regarding President Mc- 

Kinley’s condition and the prospects of 

his recovery. His personality continues 

to absorb the country’s sympathy and in- 
terest. Were King Edward lying wound- 
ed popular feeling: could scarcely be 
stronger or deeper. Prayers for the re- 
covery of Mr. McKinley were offered up 
in hundreds of British churches today, 
notably St. Pauls, Westminster Abbey and 

Canterbury cathedral. At the Rev. F. 

B. Meyer’s church in London, where there 

was a large attendance, including many 

Americans, the congregation rose and 

passed a resolution of sympathy. The 

prayers offered in little country churches 
lacked none of the sincerity and impress- 
iveness of those delivered in the great edi- 
fices before large congregations, 

Many -American visitors attended the 

Parish church at Stratford-on-Avon, the 


vicar of which invited his congregation to 
join him in the president's prayer from 
the American prayer book. 


Canon Fleming, preaching in York Min- * 


ster, eulogized President McKinley. 

Hundreds of callers made incessant in- 
quiries throughout the day at the United 
States embassy. Among these were Lord 
Pauncefote. Many Americans walked, 
drove or traveled by train for miles in 
order to get the latest news. All de- 
parted delighted, but ‘still anxious. 

United States minister to Greece, Fran- 
cis, who was in London today, said to.the 
Associated Press representative: 

“I have been a frequent visitor to Eng- 
land for many yedrs, but I have never 
seen anything lke the general sympathy 
now being evidenced toward the presi- 
dent, and it comes from the heart. It is 
a national emotion, and is unprecedented, 
being greater than has ever been shown 
over any event except perhaps the death 
of Queen Victoria. Every one tpaiks it— 
your hotel waiter, elevator boy and pro- 
prietor. Everywhere you go McKinley's 
name is on the people’s lips, coupled with 
deeply sympathetic references. The in- 
tensity of this broad spread of feeling 
is marvelous and bears witness to a 
friendship, the depth of which I scarcely 
realized.’’ 

King Edward has shown keen anxiety. 
His first inquiry upon being met at Co- 
penhagen by the Danish royalties was for 
news 0€ the president’s condition, and he 
immediately dispatched a congratulatory 
cablegram to Ambassador Choate. The 
foreign office and the United States em- 
bassy are keeping the king fully informed. 

Dispatches are continyally arriving from 
the chief cities of the world describing the 
sympathy excited in high official circles, 
the visits to the embassies and legations, 
the prayers offered in the churches and 
newspaper editorials expressing indigna- 
tion at the outrage. 


VETERANS TO MBS. McKINLEY. 


Oid Confederates Send Her a Mes- 
‘ sage of Sympathy. 

Dallas,’ Tex., September 8.—The follow- 
ing letter of sympathy was telegraphed 
to Mrs. McKinley at Buffalo tonight: 

‘‘Headquarters United Confederate Vet- 
erans, Dallas, Tex., September 7.—To 
Mrs. William McKinley, Buffalo, N. Y.: 
The old confederate veterans of the 
trans-Mississippi department, in common 
with all good citizens of the south, are 
indignant and feel outraged at the das- 
tardly and cowardly attempt to assassi- 
nate President McKinley. We all hope 
that he will soon recover and bé spared 
to his country and family for many 
years. 

“The old confederates stand ready to 
aid and sustain the law, and to arrest 
and bring to trial these cowardly as- 
sassins, and if necessary to drive them 
out of this country. 

“Ww. L. CABELL, Lieutenant General; ~ 
‘Commanding United Confederate. Vet- 

erans, Trans-Mississippi Department.” 
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REBELS ARE MOVING 
TO BESIEGE COLON 
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BY STARVATION 


Crops Fail In Korea and Famine 
Is Imminent, 
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AXPORTS OF RICE STOPPED 


Country Is Said To Be in a Dreadful 
State—Japan Is Shaken by the 
Most Serious Earthquake 
in a Great Many 

Years. 


Portland, Ore., September 8.—The steam- 
ship Knight Companion, of the Portland 
and Asiatic line, arrived yesterday from 
Hong Kong and Yokohama. 

The Kobe Herald of August 1 says: 

““Yasterday the Korean government is- 
sum an order that no rice or grain should 
be @aported, the cause being that little 
shert of a famine threatens the country 
on acount of a lack of rain. The whole 
country is in a most dreadful state. Many 
farmers have planted other crops in the 
rice fields and these are fast dying for 
want of rain.’’ 

The Kobe Herald of August 12 says: 

“An earthquake of more serious charac- 
ter than has been experienced in Japan 
for many years’ occurred at Aomeriken 
on Saturday. Railways were badly dam- 
aged. 


TARIFF FOR PHILIPPINES. 


New Schedule Arrives and Will Be 
| Immediately Issued. 

Manila, September 8.—The new tariff 
echedule arrived by the transport Kilpat- 
rick. Copies will be issued to the public 
immediately for thorough study and dis- 
cussion. The public desires the Philippine 
commission to hold open sessions on Wed- 
ne and Thursday, when the changes 
presosed by the merchants will be coh- 


sidered, as will also the time when the 
tariff shall become effective. 


The insurgent leader Angeles has sur- 
rendered, in Camarines, with 19 officers, 
42 men and a number of rifles and a quan- 
tity of ammunition. Numbers of other 
small surrenders occur daily. The only 
active forces operating now with any 
mnumber of men are those of Malver and 
Lukban. The capture or surrender of the 
former is expected at any time. The lat- 
ter, the Filipinos beligve, will hold out 
as long as he is able get ammunition. 
His brother, a doctor in Manila, says 
Lukban will never surrender. 

The commission has passed a law pro- 
viding that in future appointments the 
appointee’s contract with the United 
States shall provide penalties where the 
appointee shall resign within two years. 
These penalties shall include the loss of 
pay due and the recovery of money paid 
while in transit. It has frequently hap- 
pened recently that persons appointed 
have quit their positions shortly after 
landing here. 


GRAND ARMY MEN GATHER. 


They Have Taken Possession of the 
City of Cleveland. 

Cleveland. Ohio, September 8.—Tcnight 
the city of Cleveland is in the hands of 
the veteran soldiers of the Grand Army 
qf the Republic. The land and havat 
forces have taken possession of the For- 
est City and its streets are thrdnged with 
members and delegates and visiting 
strangers. 

The executive committee have request- 
ed Senator Hanna and Colonel Herrick 
jointly to invite Vice President Roosevelt 
and as many of the membérs of the cabi- 
net as may be available to visit the en- 
campment Thursday, when it is proposc® 
to hold a mass meeting and grand good 
will gathering at Central armory for the 
purposes of extending the sympathy oft 
the nation and of the Grand Army to the 
president. 


MAY POSTPONE SCHLEY COURT 


Rumor to That Effect Is Current at 
Buffalo. 

Milburn House, Buffalo, N. Y., Septem- 
ber 8.—A rumor is current that in view of 
the atgack upon the president and the 
presence here of the chief executive of 
the country, the Schley court of inquiry 
will be postponed. No official informa- 
tion on the subject is obtainable yet. 

Czar Will Go to France. 

London, September 8.—The Associated 

‘open en tonight 
ee ase 1 soneaeied in fhe 
ezar’s plans, and that mperor Nicholas 
@ill surely go to France, and it may be 
aiso to Paris, bit this is not yet settled. 
The chiefs of the Russian secret police 
in Paris and London and a staff of Rus- 
sian detectives will attend him every- 
where.. He will start for Dantzic at noon 
Tuesday. 


Snark Stillwell Injured. 

Richmond, Va., September 9.—W. B. 
Stillwell, of Savannah, Ga., snark of the 
Universe of the Concatenated Order of 
the Hoo Hoos, was slightly injured in the 
Monticello hotel at Norfolk today. This 
will slightly derange the plans of the 
national convention of the order. 


—_—--— 


Czar Meets Edward. 
Fredensborg, September 8.—Emperor 
Nicholas met King Edward at Copen- 
hagen and accompanied him hither. A 
grand banquet was given this evening at 
which all the British, Russian and Dan- 
ish royalties were present. 


Dr. Von Miquel Dead. 
Frankfort-on-the-Main, September 8.— 
Or. Johannes von Miquel, former Prus- 
sian minister of finance, was found dead 
fn bed here this morning. Apoplexy is 
believed to have been the cause of death. 
He was born in 1829. 


Prayers iii Virginia Churches. 
Richmond, Va., September 8.—Prayers 
for the recoyery and expressions of sym- 
pathy for the president were made in 
all the pulpits of the city today. Same 
come from all over the common- 
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They Have Given Notice Thal 
They Will Attack Place in 
a Fortnight 


COLOMBIA I$ PUSHED 


Republic in Financial Straits and 
Cannot Go to War with Venez- 
uela—Reported that Fight- 
ing Is On at Bocas 
del Toro. 


Kingston, Jamaica, September %8.—The 
royal steamer Para, from Colo, reports 
rebel activity in the neighborhood of Pan- 
ama and Colon. She also.reports that 
fighting has taken place at Bocas del 
Toro. The government of the latter place 
failing to repulse the liberals, the rebels 
have given notice of their intention to 
attack Colon within a fortnight. The 
government is continually moving troops 
to meet the rebel advances. Trade: con- 
tinues almost paralyzed. 

Colombia in Straits. 

Colon, September 6, via Kingston, Sep- 
tember 8.—(Refused at Colon by the Cen- 
sor and Forwarded by Steamer to Kings- 
ton.)—Colombia’s financial straits are ex- 
treme and she is pushed to the last point 
to obtain funds. The Colombian paper 
peso is now worth less than 8 cents and 
gold continues to depreciate, Seventy or 
80 per cent of the people of the country 
Sympathize with the revolution and are 
opposed to the present government, large- 
ly, it is asserted, on account of the gov- 
ernment’s exaction of taxes and imposts, 
and other vexatious cfforts to raise 
money. This financial] distress, coupled 
with the extent of the revolution, mo- 
mentarily becomes threatening—this be- 
ing especially the case in the Venezuclan 
entanglements—and, it is asserted, codn- 
stitutes the strongest reason why Colom- 
bia cannot go to war with Venezuela 
with-any hope of success, 

The future contains no promise of 
financial betterment and the people be- 
come daily more burdened. Forced loans 
are common and their daily recurrence is 
expected. In some days customs receipts 
have been hypothecated months in ad- 
vance as security for these foans, and in 
other cases no security is given. The con- 
tinuation of such governmental fmposi- 
tions increases the liberal ranks ind the 
prolongation of the preseng situation’ will, 
it is believed, increase the liberals’ 
chances of success. 

Time Will Help Rebels. 

The government is holding the army, 
which it is making strenuous efforts to 
pay, and which with the official em- 
ployees seems strong enough to prolong 
the present situation, but unable to deal 
the revolution a crushing, effective blow. 
Time will strengthen the rebels’ position 
throughout the country, but {fn the isth- 
mus district they notably lack ledders. 
The government today owes the _ 1,000 
troops on the isthmus $46,000 in gold in 
back pay. . 

It is expected that the return to the 
isthmus of General Alban, commander 
in chief of the Colombian forces, will be 
attnded by stringent measures and forced 
loans in order to raise money to pay these 
troops. , ! 

Although the government's financial ex- 
tremity is asserted to be continually in- 
creasing, it has not yet been authenti- 
cally reported that the government has 
molested foreigners or atte:npted to ef- 
fect forced loans from fureigners. Many 
foreigners, however, believe the proba- 
bility of such occurrences to be approach- 
ing, especially since the going into ef- 
fect of the decree of July 18, which gives 
the minor officials full power to take any 
measure they may consider necessary to 
crush the rebellion and preserve the dig- 
nity of the country. 3 

Rebels Are Massing. 

Reports are again in circulation that 

the liberals are concentrating at Chorrera, 


cn the Pacific coast, 15 miles north of 


Panama, Similar reports have been cur- 
rent for weeks past. 

The gunboat Pinzon, with Gené¢ral Al- 
ban on board, is still cruising alcng the 
coast. Apparently no efforts are being 
made to use the gunboat effectively. At 


the same time, Colombian officials talk to 
the effect that Colombia intends pbuyirtg 


other Similar craft. 


The Colombia gunboat Cordoba has 


been to Martinique for repairs, it having 


been discovered that she wads practically 


useless. 

Minor Colombian officials unite In blam- 
ing Venezuela for whatever conditions 
exist upon the frontier. 

If the liberals come into power they 
will, it is believed, find the country bank- 
rupted and impoverished through mal- 


administration. There is nothing to show 


conclusively that the liberals are any 
better administrators than the present 
conservative government, 


All Colombian export and import duties 
are payable in gold or :0ca] paper, on a 


gold valuation. 
The Iowa at Panama. 


Colon, September 8.—The United States 


battleship Iowa arrived at Panama yes- 
terday. 


FIVE MEN KILLED OUTRIGHT. 


And Six Others Badly Injured in a 
Collision. 

Jameston, N. D., September 8.—Five 
men were killed and six others seriously 
injured, two of whom have since died, 
in a collision which occurred early today. 
A mixed train on the Northern Pacific 
railroad came in from” Qakes, catrying 
seventeen men on a flat car. 

As the car passed the station a road 
engine was struck and the force of the 
collision caused the flat car to collapse. 
The name of the dead and injured could 
not be learned. They were harvest hands 


| | who had boarded the car at Lamoure. . 
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‘ordered a secret ballot to be taken. 


STRIKERS CEASE 
FIGHTING TRUST 


. 


Half of Bay View Men Will 
Return to Work 


RADICALS ARE IN A RAGE 


They Will Claim Charter inthe As- 
sociation, but It Will Be Held 
by the Censervatives—Shaf- 
fer and the Leadcrs 
Confer. 


Milwaukee, September 8.—The Bay View 
meeting, after a stormy session, today 
broke up in a row. The radical element 
left the hall and the remaining members, 
not quite half of those in attendance, 
voted to return to work and will do so 
tomorrow, when the mills will start up. 

The question of returning to work was 
debated at length and after every mem- 
ber had had his say, President Redfern 
Ah 
appeal was made. The appeal was re- 
ferred to the vice president of the lodge, 
whose duty it js to act in such an ex!i- 
gency. The lodge waited fifteen minutes 
and the vice president failed to take any 
action on the appeal. President Redfern 
then appointed tellers and ordered that a 
secret ballot be taken, whereupon the 
radical element jeft the lodge in a body. 
The radicals slightly outnumbered the 
conservatives. Those remaining in the 
lodge then voted unanimously to return 
to work. 

The result of the meeting will undoubt- 
edly be a split in the Amelgamated asso- 
ciation in this city. 

The radicals will undoubtedly claim the 
charter of the association, but President 
Redfern, as president of the lodge, says 
he will hold on to the charter, as the ac- 
tion taken at the meeting was constitu- 
tional. 

Trouble Is Looked For. 

Trouble is looked for when the men re-. 
turn to work tomorrow. It is believed 
that more than half the members of the 
lodge will return to work. Though the 
radicals out-numbered the conservatives, 
it is said that had all remained in the 
lodge when the secret ballot was taken 
that the vote would have been largely in 
favor of returning to work, as a number 
of the radicals, while openly opposed to 
returning to work, would have voted on 
& secret ballot with the conservative 
wing of the lodge. 

Fires had been lighted at the mills pre- 
paratory to starting tomorrow morning, 
whether the lodge voted to return or 
not. This action of the company, it is 
believed, was the cause of the question 
being settled today, as the company, it 
is said, was prepared to start the mills 
with non-union men. 

Those who voted to return to work are 
mostly married men, who have worked 
at the Bay View mills for many years. 
owning their homes and having families 
to support. 

The Illinois Steel Company, it fs said, 
will continue to pay the same scale as 
was agreed upon a week before the strike 
was inaugurated and was, in fact, the 
Scale presented by the Amalgamated as- 
sociation and which was broken when the 
men quit work. 

It is likely some of the national officers 
will come to Milwaukee to form a new 
lodge and in the future will not recognize 
the old charter. In this event the men who 
return to work will continue as a local 
association and will treat with the com- 
pany from time to time as such. 

Strike Leaders Confer. 

Pittsburg, Pa., September 8.—If the 
plans of President Shaffer were for the 
executive board to go to New York and 
confer with President Schwab, of the 
United States Steel Corporation, those 
plans were abandoned. The entire mem- 
bership of the board was in Pittsburg to- 
day with the exception of Vice Presidents 
Morgan, Jenkins and Larkins, who went 
to their homes for Sunday and who were 
expected to return to Pittsburg tomorrow 
morning. President Shaffer was not at 
his home all day and it was stated at his 
house that it was not known where he 
was or when he would return. Members 
of the executive board said they did not 
know whether there wou!d be a meeting 
of the executive board tomorrow or not. 

While the members of the board did not 
say so, it* was intimated by those in close 
touch with them that they had plainly 
told President Shaffer that a settlement 
of the strike was imperative and that he 
had better put himself into communication 
with President Schwab and have a plain 
understanding at once, In other words, 
the executive board of the Amalgamated 
association were pushing the leaders fora 
settlement and to end the battle. It was 
said also in a semi-official way that possi- 
bly President Shaffer was communicating 
with President Schwab personally today. 
Leaders are making strenuous efforts to 
hold the men in line with the hope that 
some means of a settiement will come in 
a few days at the farthest. If it fails, 
the men, it is believed, will break away 
and return to work as individuals. That 
would be worse than the terms that have 
thus far been offered by the corporation. 
At the same time the delay under the 
terms offered is telling more severely than 
ever against the strikers and their or- 
ganization. 

The mills were all closed down today 
and preparations were being made to 
start them on a more extensive basis to- 
morrow. The Star mills expect to operate 
with an increased force of men. The 
Painters’ mills on the south side were 
preparing to operate double turn for the 
first time. The Lindsay and McCutcheon 
mills in Alleghény are prepared to start 
additional machinery and increase the 
output. There was no indication of trou- 
ble or excitement anywhere. 

The report from McKeesport tonight is 
that the official announcement that the 
National tube works will be started in 
the morning has aroused the strikers 
to ahigh pitch of excitement. All night 
long crowds have been on the streets and 
around the mill. The strikers claim they 
have 2,000 pickets on duty, and say more 
will be called if necessary to prevent 
any more non-unionists entering the 
mills. The company claims to have 1,009 
men ready for the start. 
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Many Vesels he Stranded Ang 
Lake Huron's Beaches By 
a Fusous Gale 


BY THE LFE SAVERS - 
MANY WERE RESCUED 


cent ae neem 


although the Property Loss Is Enor- 
mous, Not a Life Was Lost—For 
Twenty-four Hoilrs the Gale 
Lashed the Lake 
to Fury. 


Port Huron, Mich., September 8.—To- 
night witnesses the result of one of the 
worst disasters 6n Lake Huron, owing to 
the severe gale which has been blowing 
for twenty-four hours. Piled up on shore 
are many thousand dollars’ worth of ¥es- 
sel property, and the chance for getting 


1 them off are slim unless many thousand 


dollars are expended in dredging. 

Strange to say, in connection with this 
great caldmity there is no loss of life. 
The life-saving crew took off thirty- 
eight people during last night and the 
others are beyond danger. The barge 
Amaranth, owned by Captain Kotcher, 
of Detroit, is a_total loss. She was loaded 
with laths, as was also the steamer 
Pauley. Their cargoes are strewn along 
the shore. 

Ever since last night the Wawatam 
has been endeavoring to release herself, 
and at 11 o'clock tonight she succeeded 
ein getting out into the lake. The tug 
Sarnia, which went out to the assistance 
of the wrecked boats, is pounding on the 
bottom, deserted by her crew, but will 
be saved. Captain Plough, of the life- 
gaving crew, came ashore at 6 p. m. with 
eight men and reported no loss of life, 
but stated that it is the worst wreck 
that he has witnessed in years. Heroic 
efforts will be made tomorrow to save 
all boats with the exception of the Ama- 
ranth from destruction. Marine men 
pronounce the scene one of the most re- 
markable known without loss of life. 

Life Savers Were Busy. 

Washington, September 8.—Dispatches 
received by the life-saving service today 
indicate that a very serious storm raged 
yesterday and last night on Lake Huron. 
These dispatches report a number of dis- 
asters to lake craft and show that all 
told fifty-six seamen were rescued at 
different life-saving stations on the lake. 
The first of the dispatches came from 
Huron and says that last night the 
schooner Pauley, with a crew of twelve; 
the schooner Amaranth, with a crew of 


of ten, and the ‘sehooner Sarnia, with a 
crew of eight. stranded about 3 miles 
south of Port Huron life-saving station, 
and that all the seamen were rescued by 
the life-saving service. The dispatch 
adds that the steamer Quito also strand- 
ed, but released herself and that no lives 
were lost. - 

A message from Harbor Beach, Mich., 
reports the stranding of the schooner 
John Wesley, south-bound, from Port 
Huron to Alpena, with a crew of eight, 
one and a half miles south of Harbor 
Beach life-saving station at 5 p. m. yes- 
terday. All on board were saved by the 
life-saving crew. The same dispatch re- 
ports the restue of a crew of five persons 
from the schooner Vienna, of” Beamens- 
ville, Canada, which was stranded at 4 
o'clock this morning a mile from Harbor 
Beach life-saving station. 

The force at Point Aux Barques, Mich., 
reports the stranding of the schooner 
Andrew Jackson from Alpena for Port 
Huron, two and a half miles east of 
Point Aux Barques, at 8 p. m. yesterday. 
The crew of seven were saved by the life- 
saving station crew. 


CHICAGO TO BAR ANARCHISTS. 


There Will Be No More Revolution- 
ary Speeches There. 

Chicago, September 8.—There will be no 
more revolutionary speeches in public in 
Chicago if the police can prevent them. 
The edict has gone forth from Mayor 
Harrison and Superintendent of Police 
O'Neil that such utterances must be stop- 
ped, and the latter has sent special orders 
to the commanding officers of the various 
districts to detail men to be in attendance 
at all meetings that are supposed to be 
of anarchistic origin, and to arrest the 
speakers if violent language is used. 

Chief O’Neil’s order is the result of a 
conference that he had with Mayor Har- 
rison last night. Information to the ef- 
fect that Leon Czolgosz, the Buffalo as- 
sassin, received part of his anarchistic ed- 
ucation in Chicago and that he was one 
of those who attended the meetings at 
which Emma Goldman and other anarch- 
ist leaders spoke in this city, coupled 
with the experience of the mayor's own 
family, led Mr. Harrison to decide on 
drastic measures in dealing with the rad- 
icals. 

Chief O'Neil was directed -to 
names of all the outspoken anarchists 
now in the city and to ascertain to what 
extent their movement has progressed 
during the past three or four years. From 
this time on anarchists will have to be 
temperate in the language they use in this 
city if they do not wish to be thrown 
into jail. 


Vote' Down Resolutions of Respect. 

Chicago, September 8.—Two thousand 
members of the socialist party voted down 
a resolution of regret for the attempted 
assassination of the president at a ineet- 
ing in Bergman's Grove, Riverside, today. 
The argument of those opposed to the 


| resolution was that McKinley is the rep- 


resentative of the capitalist class, and 
that his safety or danger are matters of 
no concern to socialists. 


Herman O. Armour Dead. 
Saratoga, N. Y., September 8.—Herman 
O. Armour, of New York city, died sud- 
denly of apoplexy today at his summer 
cottage here while talking with friends. 
Abner McKinley Arrives. 
Milburn House, Buffalo,N. Y., Septem- 
ber 8.—Abner McKinley, a brother of the 


| Was 


president, reached here at 12:20 a. m. 
admitted to the house at once. 
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WRECKS ARE STREWN _ 
ALONG SHORE OF LAKE 


BRAVE CITIZENS 
DEFY LYNCHERS 


Mob, Seeking to Kill a Mur. 
derer, Is Thwarted, 


SOLDIERS WERE EN ROUTE 


But They Were Slow About Arriving 
and the Citizens Decided To 
Prevent a Lynching—Wheel- 
er’s Crime Was Most 
Brutal. 


Indianapolis, Ind., September 8.—A mob 
formed at Booneville at 9 o’clock tonight 
to lynch “Buck’’ Wheeler, arrested last 
night for killing his son in law, Elias 
Burns. Sheriff Hudson, of Warrick 
county, telegraphed Governor Dur®Din for 
an Evansville company of national guard 
to protect the prisoner, but before the 
governor, who was in Anderson, could be 
reached, the mob had entered. the. town. 

The-sheriff then appealed to the citizens 
of Booneville, who responded heavily 
armed with revolvers and shotguns, and 
escorted the authorities with their pris- 
oner to the train, where a coach was 
boarded and Wheeler gotten safely away 
to Evansville. In the meantime the mob 
was dispersed. 

Wheeler last night shot Burns. four 
times, then, seizing an ax, decapitated 
him. Later he fled to the woods and at- 
tempted to commit suicide. He was found 
by the sheriff’s posse with a bullet hole 
in his head. He will recover. 


PREACHER FAYORS 
LYNCH LAW 


Continued from First Page. 
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still contended for orderly conduct and a 
maintenance of equipoise. 
FINGER OF GOD SEEN 

IN BUFFALO TRAGEDY 

Judge Lynch and Mr. Croissant eulo- 
gized the president in verv high terms, the 
former declaring that he stood second 
alone to the Creator. Dr. Croissant saw 
the finger of God in the tragedy. 

‘“‘God,”’ he said, “had something to do 
in this matter. Something will be ac- 
complished through the assassin’s- bullet. 
If the crime results in the abolition of 
anarchy on American soil. our beloved 
president will not have been shot in 
vain.” 

This sentiment was greeted with ap- 
plause, as were several others in the same 
vein bv this speaker. 

Dr. Naylor, in his address in the meet- 
ing. did not repeat the sentiment which 
he had expressed in his sermon. He 
merely remarked in his later address that 
he was not surprised at the intensity of 
feeling on the part of the congregation, 
for it was universal throughout the na- 
tion. He declared that Czolgosz had been 
born without conscience and that he was 
ready for any bloody thing that might 
turn up. ‘‘But our mission,’’ he said, “‘is 
not with the dead, but with the living. 
William McKinley is not dead, nor will he 
die.’’ (Applause.) 

One of the leaders of the church, in his 
prayer, asked for mercy for the assassin, 
but. he coupled his petition with the as- 
sertion that he was the smallest being 
that ever had been created and fe ex- 
pressed the opinion that if he did not find 
mercy in heaven, he never would secure 
it on earth. 


HUNT THEM DOWN LIKE DOGS. 


Herrick Would Show No Mercy to 
the Anarchists. 

Cleveland, Ohio, September 8.--Colonel 
Myron T. Herrick, one of the president's 
most intimate friends, arrived here early 
today from Buffalo, having left the Mil- 
burn residence about midnight. 


‘When I left Buffalo the phySsictans felt 
greatly encouraged and all had strong 
hopes that the president would pull 
through,” said the colonel to the Asso- 
ciated Press correspondent today. 


Referring to the would-be assassin and 
anarchist, Mr. Herrick said: 

“In view of the general feeling aroused 
among the people against anarchists as a 
result of the shooting of the president, it 
seems to me that the time is most op- 
portune to demand a change in the laws 
so that any attempt on the Hhife of the 
chief executive may be punished by death. 
There is a strong sentiment in favor of 
taking action during the coming session 
in reference to the matter. 

‘I was told in Buffalo that if President 
McKinley recovers his assailant probably 
cannot be punished by more than seven 
years’ imprisonment under the laws of 
New York. To me this seems a condition 
that should be remedied by national legis- 
lation at the earliest possible moment. 
Once in four years the people of this 
country elect a president, and he imme- 
diately becomes a target for every cheap 
crank looking for notoriety in the country. 
In my opinion every anarchist in 
United States should be hunted down like 
a mad dog and confined just as are luna 
tics or other dangerous persons.”’ 

Continuing, he said it was 
authorities of Buffalo to s 


that no fault whatever can be attached to 
the officials as a result of the shooting. 


FRANCE |AFTER ANARCHISTS. 


All Suspicious Persons Are Ordered 
Taken Into Custoday 

Paris, September 8.—Today brings con- 
firmation that the Buffaio outrage has 
stirred the police here into action, par- 
ticularly in relation to the czar’s visit. 
The ministry of the interior has tele- 
graphed severe instructions to the special 
commissaries in the provinces to exer- 
cise the closest vigilance upon anarchists. 
Special detectives .also have been dis-- 
patched to the industrial centers to aid 
the police in watching: anarchists and 
other agitators. Any anarchist who is 
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If all parents bought where the quality is best, 
styles the handsomest and prices the lowest, we 
would have a monopoly in the trade. However, 
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custody. All the commissaries possess 
portraits and descriptions of the anarch- 
ists known to the international police. 
Several Italian anarchists who had been 
specially shadowed left Paris recently, 
but all but two of them have been Iccatcd 
and the police expect to unearth them 
very quickly. 

A dispateh from Dunkirk, received to- 
day, reports that considerable anxiety 
prevails there and that it is feared that 
the Buffalo outrage will lead the czar to 
postpone or abandon his visit to France. 
This impression, however, is absolutely 
unjustified, as proven by the fact that 
inquiries in Paris indicate that no change 
in the arrangement of the czar's visit 
have ever been considered. It is the gen- 
eral feeling that abandonment of this 
proposed visit by Emperor Nicholas would 
be too obvious a display of the white 
feather, even if apprehensions of such 
outrage existed. 

A telegram from Bergues, near Dun- 
kirk, says that a man known as an an- 
archist arrived there yesterday and is 
now under surveillance. 

An indication of the effect which the 
cutrage upon President McKinley has 
upon the minds of the ministry is shown 
by the fact that an Italian named Ro- 
mani, who was arrested last week at a 
suburb of Paris on suspicion of being 
an anarchist, but whose honorable char- 
acter was attested by qa number of inhab- 
itants who petitioned for his release, !s 
still held in prison. M. Alleman, who had 
interested himself in the prisoner's be- 
half, received a letter from Premier Wal- 
deck-Rousseau yesterday declaring that 
it was impossible to set the man free and 
he will undoubtedly be detained until af- 
ter the czar shall have left. 


CABINET DISCUSSES ANARCHY. 


But No Wholesale Arrests of Reds 
is Decided Upon. 

Buffalo, September 8.—There is no truth 
in the reports that the cabinet vesterday 
discussed the question of the wholesale 
arrest of anarchists in different parts 
of the country, although in an informal 
wav they have naturally talked over the 
danger from those advocates of the de- 
struction of all governments and the ad- 
visability of possible legislation upon the 
subject. Neither have they canvassed, so 
far as can be learned, the advisability of 
a proclamation to foreign countries con- 
cerning the catastrophe. The necessity 
for such a notification would seem use- 
less, as every government in the world 
has already taken cognizance of the 
crime, as is evident from the cables from 
all parts of the world that have poured 
in here. 

Either directly or through the prime 
ministers, every government in Europe 
has expressed its sympathy. Not only 
did King Edward and Emperor William 
cable direct in their own names, but the 
king of Portugal, King Oscar of Sweden, 
the sultan of Turkey, President Loubet 
of France, and the king of Italy have 
sent “ersonal messages. These monarchs 
have not hesitated to denounce in the 
strongest language the deed of the as- 
sassin. The bulletins concerning’ the 
president's condition are being sent to 
all these inquirers abroad. 


PRESIDENT MAY 
PASS THE CRISIS 


Continued from Second Page. 


said. ‘‘The doctors’ bulletins are made 
with a scrupulous understatement of the 


understatement,” he repeated emphatical- 
dy, adding emphasis with his unlifteda 


gloves. 

“That expresses it well,” said Senator 
Hanna. 

“Yes,’’ continued Mr. 
anything, the doctors 
hopefulness of the situation.” 

Mr. Hanna again assented to this state- 
ment. He added that it took from forty- 
eight to seventy-two hours for conclu- 
sions to be reached of an absolutely con- 
clusive character and no physician, pend- 
ing such a period, would state absolute- 
ly final conclusions. But for the pres- 
ent, the physicians were inspired by the 
sincerest effort to give the best judgment 
which medica] science couid render. 
ROOSEVELT BALKED 

THE MAN WITH CAMERA 

As Mr. Roosevelt and Senator Hanna 
turned to their carriage an attempt was 
made to photograph the vice president, 
but he turned away hurriedly with a “No, 
no,”’ indicating that it was not a time for 
such scenes. 

Robert T. Lincoln, son of President Lin- 
coln and former secretary of war, came 
from the Milburn house soon after Mr. 
Roosevelt and Senator_Hanna rettred. Mr. 
Lincoln expressed the same hopeful view 
of the situation and regarded the cendi- 
tion of the patient as altogther favorable. 

Shortly after the departure of Vice Pres- 
ident Roosevelt and Senator Hanna, Sec- 
retary Gage, Secretary Root, Secretary 
Hitchcock and Attorney General Knox 
emerged and walked down Delaware ave- 
nue together. Ajl of them shared in the 
cheerful feeling which prevailed at the 
Milburn house..-: 

“The president is not only doing well,” 
said the attorney general, “but he gives 


Roosevelt, “ir 
understate the 


considered dangerous and~ whose move- | promise of doing better.” 


ments are suspicious will be taken into 


Each of these members of the cabinet 
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was exceedingly optimistic, although ad- 
mitting the possibility and danger of fu- 
ture complications, 

Secretary Gage said that if another cay 
passed without an indication of peritont- 
tis the physicians felt that the danger 
from that source would be over. If sup- 
puration should appear in the neighbor- 
hood of the bullet later, they seemed to 
feel that no difficulty would be expert- 
enced in removing it. 

Word was received from Secretary of 
State Hay today that he would reach 
there tomorrow when answers will be 
framed to messages of sympathy from 
rulerg throughout the world. Secretary 
Long has not yet signified his intention 
of coming. 

There has yet been little discussion of 
the place to which President McKinley 
will be removed in the event of his con- 
valescence, The prevailing impression 
seems to be that if he could be moved 
shortly that he would be taken to Can- 
ton instead of Washington, But if his 
convalesence were delayed until} cooler 
weather set in, he probably world be 
taken to the white house. 

At 2:30 this afternoon Mrs. M-.Kin:‘ey 
went out for a drive. Mrs, lafayette 
McWilliams, of Chicago, accompanied her. 
They drove out Delaware avenue toward 
the park. Mrs. McKinley returned in an 
hour, apparently greatly refreshed. 
HANNA GREATLY CHEERED 

BY 4 O’CLOCK BULLETIN 

At 4 o’clock the physicians. issued the 
following bulletin: 

“The president, since the last bulletin, 
has slept quietly four hours altogether 
since 9 o'clock. His condition is satisfac- 
tory to all the physicians present. Pulse 
128: temperature 11; respiration 28."’ 

The 4 o'clock bulletin was issued just 
forty-eight hours after the president was 
shot and was regarded as of the’ most 
favorable character. Senator Hanna’s 
secretary, Mr. Dover, came over to the 
press tent to express the feeling of confi- 
dence which had risen from this bulletin. 
Dr. McBurney, an eminent surgeon, who 
had been called in this afternoon, joined 
with the other physicians in the state- 
rent and Mr. Dover said that all con- 
curred in a statement showing the pres- 
ident's condition to be perfectly satisfac- 
torv. The reduction of temperature to 
101 was also noted as highly gratifying. 

Senator Hanna sent telegrams to his 
friends in different parts of the country 
who have appealed to him for news say- 
ing that the condition could not be more 
favorable. He has, however, thus far 
refrained from expressing the definite 
opinion that the president would recover, 


although both his manner and words in- 


dicate his confidence in the outcome. 
Major General Brooke, in command of 

the military forces here, and Senator 
Hanna came away from the Milburn 


house at 5 o'clock. Senator Hanna said 


rof the 4 o'clock bull 


tin 

“IT want to be Siiecnea but this 
bulletin simply adds to my encourage- 
ment. -If this continues twenty-four 
hours longer, I think we will have some- 
thing very satisfactory from the physit- 
clans and as definite as human agency 
can devise. That four hours of restful 
sleep the president has had is an evt- 
dence of almost normal conditions. His 
mind is clear and his disposition cheer- 
ful.’’ 

After 5 .o’clock there was a _ period 
of comparative quiet about the Milburn 
house. The members of the cabinet and 
other distinguished officials who had been 
coming and going throughout the dav 
now withdrew and it was 
no further bulletin would be issued until 
9 p. m. As the twilight deepened into 
darkness the lights appeared in the upper 
chambers of the Milburn house and the 
eves of the watchers outside were turned 
with anxious interest to these shimmer- 
ing tokens of the watch in and about the 
sick room. All through the day great 
crowds had gathered on the streets con- 
verging at the Milburn house, but as 
darkness came they graduallv'. disap- 
peared. A steady line of men and women 
came up to the ropes to make inquiries. 
Shortly before 8 o’clock Vice President 
Roosevelt called at the Milburn residence 
and remained for a short time in con- 
versation with Secretary Cortelyou and 
those near the president. There was 
little additional information to give be- 
yond the 4 o’clock bulletin and he came 
away with the same hopeful and confi- 
dent expressions as those earlier in the 
day. 


ALL NIGHT BULLETINS 
WERE VERY FAVORABLE. 
Tonight is included in the time critical 
to the president. He is holding his own, 
as Secretary Cortelyou expressed it, and 
if he successfully passes the night with- 
out loss of strength, or the interven- 
tion of threatening conditions, his ulti- 
mate chances of recovery will be in- 
creased. He was seen tonight by all 
of the physicians and surgeons who are 
treating him, and their opinion, as ex- 
pressed by the night bulletin, was favor- 
able. They found his general condition 
to be unchanged, and their examination 
did not disclose anything of an unfavor- 
able nature. They bélieve that the pres- 
ident is in a serious condition and that 
the crisis will not be passed for another 
forty-eight hours. The professional men 
and officials hope for the best, but until 
the case has been run through the doubt- 


ful days, they will not be reassured. The 

night was very cold and the weather 

conditions are regarded as favorable for 
president. 
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they climbed up a ladder on the side of 
the barn, passed through a hole 2 feet 
Square and lay down. They received some 
horse blankets to lie on. They had no 
Other covering, and the roof being low, 
Professor Torbert had the misfortune to 
strike his head against a nail, inflicting a 
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Can All This Be Possible? 

Our esteemed luminary of New 
York, The Sun, in its solicitude for 
the safety of the nation, and alarmed 
for the welfare of the negro, has asked 
the question as to whether certain 
southern states have a_ republican 
form of government. 

It is a rule of construction to dis- 
cover the environment of a controver- 
sionalist for light upon his expressed 
opinions. It is to be presumed that 
the critic speaks from a position of as- 
sumed right; that the conditions sur- 
rounding himself, and for which he 
has no complaint, are the ones he 
would see established in communities 
less favorably situated. The Sun 
doubts whether Georgia has a repub- 
lican form of government. Failing to 
place the same criticism upon the 
state of New York, it is to be presum- 
ed that we are to look in that state 
for the ideal points with which to re- 
form ourselves. 

Unfortunately for our hopes, The 
Sun itself has just furnished evidence 
that the negro is no better off in New 
York than he is in Georgia. In fact, 
while the negro can find food, raiment 
and lodging in this state, he has to 
skip around to escape the farm dog in 
New York. The Sun refers to an ex- 
cellent Georgia negro when it says 
that “Professor James H. Torbert, the 
assistant principal of the Fort Valley 
(Ga.) High and Industrial school, is 
staying at the Grand Union hotel, in 
this city, for a few days. It is a negro 
school and he is acolored man. He is 
accompanied by one of hfs students, 
Silas L. Chandler, and also by Charles 
lL. Mahoney, of Philadelphia, a ne 
employee of C. J. Heppe & Son, fhe 
piano manufacturers.” According to 
The Sun, Professor Torbert has been 


in the habit of making trips through . 


the north each summer to solicit con- 
tributions for the maintenance of his 
school. “In the latter part of Jast 
month he made a trip through the 
Adirondack region, and he encounter- 
ed so much race prejudice that he had 
difficulty in securing food and shelter. 
He told a Sun reporter yesterday that 
he would not go through the same 
physical hardship, not to mention the 
personal indignities that were heaped 
upon him and his companions, for a 
great deal of money.” And yet he will 
come back to Georgia to find himself 
among friends that appreciate him. 

The story of Torbert’s adventures 
makes strange reading indeed. After 
giving a concert at Saranac Lake, the 
colored party “went to a hotel nearby 
to spend the night. The proprietor 
laughed at them when they asked for 
a lodging. They had no right to come 
to his place without having made ar- 
rangements with him previously, he 
said. The negroes went on to another 
hotel, the owner of which had contrib- 
uted money to the school. The man- 
ager refused to give them either food 
or lodging. They offered to eat in the 
kitchen, but the manager said it was 
too late to serve them. They then 
tried still another hotel, telephoning 
ahead that they were coming. But 
the manager of the hotel to whom 
they had last applied had telephoned 
too, telling the proprietor to look out 
for a gang of negroes who were com- 
ing over, 80 once again food and shel- 
ter were refused to the representa. 
tives of the colored school. They 
pleaded that they were.exhausted by 
their long walk and would eat any- 
thing, anywhere, and finally after 
much parleying each received a cup 
of tea without sugar and a small plate 
of hash on the grass in the backyard. 
For this the proprietor charged them. 
25 cepts each. He declined to give 
them a lodging in any part of the 
premises. They ate their supper with 
their fingers. As they were leaving 
the guests of the hotel asked them to 
sing. They emphatically declined 
and went in search of a place to 
sleep.” : 

The troubles of the colored men 
were not over yet. The Sun narrates 
that—. iii 

They tried farm houses and were turn- 
ed away from each. The farmers said 
that they were afraid of colored people. 
Finally they decided to row to Saranac 
inn.. But it was raining and the water 


was rough. After rowing 8 miles they 
decided to stop at the house of 8. A. Swin- 


gon, of New York. He gave them per- ) 


Mission to sleep in-an_empty bath house. 


os wound. 
© next morning when they left the 
barn two colored servants gave them 
Some water to wash in. For provisions 
they had to row the long distance.back 
to the Saranac inn. - 

At Lake Placid the party had no trou- 
ble, but at Loon lake the proprietors of 
the hotels refu to receive them. At 
one point they wént for a lodging to a 
car which was standing on the track, but 
@ kind-hearted landlady sent for them to 
return to her hotel, and they gave a 
concert there that netted $77. Several 
Scholarships for the school were also 
promised by guests. 


Professor Torbert feels that the race 
prejudice in the Adirondack region is in 
its worst stage at present. In the course 
of the trip, however, he received among 
other contributions a check for $250 from 
cee deriece ‘aoe +0) a check for the 
the Baldwin hauuiietive ee ws 

Aside from the race prejudice man: 
ifested, the most notable feature re- 
lated is -that men, willing to give 
money for negro education abroad, 
were unwilling to give the negroes 
at hand a cup of cold water. It hap- 
pens that Professor Torbert’s institu- 
tion is worthy of any support it may 
get, but there are others which are 
but breeding places of discontent and 
trouble. The Saranac philanthropist 
will pay money to create disturbance 
in Georgia or Mississippi, but will not 
give a crumb to a starving negro at 
home. This is illustrative of eastern 
Sympathy generally. . 

Now if a New York negro should 
come to Georgia, he would not be in- 
vited into the parlor, but his plea for 
bread would not have been answered 
by a stone. In Georgia the negro may 
pursue the arts of industry and find 
approval. In New York the farm dog 
gives him chase, 
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The Idle Throng. 

What to do with our idlers is one of | 
the problems of the day. 

In the north the professional idler 
is an anarchist. In the south he is a 
Vagrant and a murderer. There is no 
place for him ‘to fill, and he feels that 
his hand should be against every man. 
These idlers infest the cities of the 
land, refusing to do any useful work. 
but swelling the ranks of the gangs of 
loafers and criminals. THe Shreve- 
port (La.) Times says: 

As conditions stand there is no excuse 
for able-bodied men being without em- 
ployment in this city, now that all the 
public work is going on. The only ques- 
tion is, Do they want work? If they do 
not, the general opinion is that they 
should be made to shake the dust of 
Shreveport from their feet or take their 
chances of going on/ the rock pile. 

The Baton Rouge Advocate says in 
this connection: ; 

The steamer Julien Poydras has had a 
lot of trouble recently to get crews of 
deckhands, although the town is lined 
with hearty, able-bodied men who do 
nothing but loaf, who refuse to work as 
common laborers for less than $90 per 
month. A mass meeting such as was 
recently held in the town of Crockett, 
Tex., to rid that town of idlers and loaf- 
ing vagabonds who have no visible means 
of support, would be a good thing for 
Baton Rouge " 

The New Orleans Picayune points 
out that under our free American sys: 
tem nobody is bound to work, and the 
idle loafers and hoodlums are ypt in- 
terfered with. They are robbers and 
swindlers, but unless they are caught 
in some overt crime they are safe from 
being called in question. There are 
laWs against vagrants and idlers, but 
they are never enforced, and it is 
only by a lawless act like that at 
Crockett, Tex., that relief can be se. 
cured. 

The campaign against vagrancy 
— be kept up without intermis- 
sion. 


———— 


," 


Growth of lias Commerce. 

Figures collated by The Manufac- 
turers’ Record show that the business 
at southern ports has increased dur- 
ing the past business year 40.57 per 
cent, against an increase of 19.68 per 
cent at the ports of other sections. 

Of the total exports of the entire 
country, cotton and its products fur- 
nished one-fourth of the total. That, 
too, while the cotton country is really 
in a pioneer condition, making no 
pretense to that inevitable within ten 
years. Large as is this item, it is no 
longer the only feature in southern 
exports, as it has companions on the 
docks in the shape of grain, coal, iron, 
phosphate rock, lumber, naval stores, 
provisions, horses, mules and cattle. 
‘the varied character of exports from 
southern ports and the tendency of 
these ports to enjoy a greater propor- 
tion of the movement of .the coun- 
try’s commerce are traceable to in- 
creased activity in recent years in 
railroad construction and in the im- 
provement of the terminal facilities of 
the railroads at divers outlets on the 
coast, 

The Record, in casting up the fig- 
ures, says that so many circum- 
stances influence the figures of the 
values of commerce in different years 
that the totals for any one year com- 
pared with the totals of another year 
are not necessarily a criterion of the 
actual change for good or ill accom: 
plished in the intervening period. 
Says the writer: ; 

For example, the increase in the value 
of exports from the south from $368,996,- 
230 in 1892 to $528,684,706 in 1901, or $159,688,- 
476, is an advance of but 43.27 per cent, 
while the increase at all other ports dur- 
ing the same period from $661,281,918 to 
$959,070,851, or $297,788,933, is 45.08 per cent 
advance. By that it might appear that 
the southern ports had not held their 
own. But this view is not had when the 
values of the imports are algo included. 
These increased from $48,007,246 to $57,51i,- 
418, or $9,504,412, enual to 19.79 per cent at 
southern ports, while at all other ports 
they decreased from §$779,39,216 to $765,161,- 
598, or $14,233,618, equal to 1.84 per cent. 
Combined, the exports and imports show 
at southern ports an incréase in com- 
merce from $417,008,476 to $586,196,124, or 
$16y,192,648, equal to 40.67 per cent, and at 
all other ports an increase from $1,440,677,- 
134 to $1,724,282,449, or $283,566,315, equal to 
19.68 per cent. 

To parallel this situation at the 
ports, reference is made to the activ- 


‘ity of railroad building inland, for 
‘which purpose a comparison of 1900 


is made with 1892. By these figures 
it is shown that the mileage of the 
south increased from 44,810.87 to 52,- 
396.34, or 7,585.47, equal to 16.92 per 
cent, while the increase in the rest 
of the country was from 126,752.65 to 
140,949.44, or 14,196.79, equal to 11.20 
per cent. This increase in southern 
mileage has been accompanied by 
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| systems and the working out of plans 
for reorganization of existing systems 
upon the most healthy basis. + 

These are but public indications of 
that vast amount of private enterprise 
at work. The improving of farms, 
the building of houses, the growth of 
church and school, the development 
of manufactures, the diversifying of 
resources, all united, form a force not 
to be computed by figures. 

The south is moving so rapidly that 
the figures of one week are valueless 
for the work of the next. 


Sleeping in Open Air. ~ 

Sleeping in the open air has been 
recommended as promotive of health, 
particularly for lung troubles. The 
Philadelphia Record dissents from 
the proposed.treatment on the ground 
that it will not work in all cases. It 
notes that almost simultaneous with 
the discovery of improved methods for 
postponing interviews with undertak- 
ers, exceptions to their operation start 
up, It has always been so. An old 
case is on record where the typhoid 
patient of a back-country practitioner, 
in defiance of orders, ate a hearty 
meal of cabbage. Strange to say, he 
recovered. Instantly the doctor noted 
down that cabbage was a specific for 
typhoid. In another instance he pur- 
posely tried it, and the result was not 
so happy. He then investigated fur- 
ther and found the first patient was a 
carpenter. He thereupon made a 
further addition to his note that cab- 
bage was not a specific for typhoid, 
excepting in the case of carpenters. 
Similarly it may turn out that sleep- 
ing in the open air is not healthful 
unless in the case of tramps. 

The Record is writing about north- 
ern air, however. It might find an ex- 
—" if it tried the balmy air of the 
south. 
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Missionaries in China. _ 
The missionary societies are likely 
to complicate matters in China by re- 
suming their work too early. It will 
take a little time to cool down the na- 
tional pride of the Chinese, who are 
now disposed to look upon all foreign- 


Has New York a republican form of ters as alike—missionaries as well as 


In the resumption of mission work, 
it is highly important that it should 
be so separated from political or com- 
mercial movements that it will not 
have to share the blame falling upon 
either. The representative of a for- 
eign government, even from one that 
is friendly, is but a spy at best, and 
is always under surveillance. Com 
mercial men are out for bargains, not 
always scrupulous as to how they gain 
them. ‘Both classes are, in a sense. 
hostile and attract the national suspt- 
cion. 

The missionary should stand, dis- 
tinctly as the bearer of the gospel. 
His appeal should be direct to the 
people, sharing in their loyalty and an- 
tagonizing none of their national in- 
stincts. The governments of the 
world should be content to let Chris- 
tianity pursue its aim without moles- 
tation. It is for this reason that Sir 
Robert Hart advises the missionaries 


a time when the foreigner is looked 
upon as an enemy. os 
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Knocked Out of Existence. 
The efforts of states to collect 
taxes on property not within their 
territorial jurisdiction has just had a 
setback m Missouri. 

The legislature authorized the levy 
of a tax on mortgages held by out- 
siders on property within the state. 
An attempt to enforce such tax 
against the property itself, in order 
to compel the appearance of the mort-. 
gages, was taken to the supreme 
court, where the law was declared 
unconstitutional. The state can only 
tax tangible property in hand. 

This extreme mode of following 
property of all forms wherever placed 
springs from a desire to spend more 
money than there is in the treasury. 
Instead of limiting appropriations to 
actual receipts, the reverse policy is 
pursued of making all the debts pos- 
sible and trusting to luck for the 
final appearance of the money. 


World’s Naval Tonnage. 

Some interesting figures showing the 
naval tonnage of the leading maritime 
powers of the world have recently 
been compiled by an authority in such 
matters, and we reproduce some of 
the figures for the benefit of our read- 


ers. 

England comes first with 1,275,429 
tons to her credit, France second with 
543,291 tons, Russia third with 329,- 
676 tons, the United States fourth with 
308,919 tons, Germany fifth with 291.- 
872 tons, Italy sixth with ,285 tons, 
and Japan seventh with ,000 tons. 

In this enumeration no account is 
taken of vessels in course of con- 
struction, but only of such vessels as 
are now in active service. This coun- 
try stands well up on the list, showing 
that we have been making rapid prog- 
ress of late years. 

(From The London Times.) 

With regard to the economic situation 
of Cuba, when war ceased between the 
United States and Spain its condition was 
at its worst. The keenest distress was 
suffered by the island population. Gaunt 
specters of starving humanity were met 
with in every district. Three yeurs of 
internal conflict had paralyzed. all 
branches of industry. The reconcentra- 
tion of the country people into the towns 
had caused the ruin of the majority of 
the smaller homesteads. There remained 
the soil with its amazing fertility, but 
there were no funds to purchase imple- 
ments and oxen to enuble the lands to be- 
come again productive, . 

At this juncture certain assistance was 
rendered by the United Stetes govern- 
ment to relieve the widespread distress. 
In great measure, however, the mi given 
was only of a temporary charicter The 
ravages of famine were met hy the dis- 
tribution of food supriies, the sick were 
cared for and communication was ofened 
up throughout the isiand. In regard to 
pecuniary help, however, for the recon- 
struction of tfuined industrial enterprise 
there was little forthcoming. Foreign 
capital hesitated «t embark in Cuban 
concerns until the political future of the 
country should be more clearly defined, 


Nevertheless, Cuba js today on the high 
road to more prosperous times than she 
ever previously expevience’, There is no 
distress among the population of ! °12,797 
other than might be found in any ccommu- 
nity under a normal! regime. Poverty there 
is, of course; it conld not be otherwise in 
view of the events of the last few years. 
But there is employment for ail who care 
to work, and a fair wage to be guined 
with which to*support life. To the Cu- 
bans themselves the greater part of the 
credit is due for the rapid recovery the 
island has made frum the state of pros- 
tration it had reached a; the petiod of 
the Spanish evacuation. Practically w.tb- 


not to make themselves prominent at |~ 


—— 


went to work. Ihe meage> funds that 
could be, borrowed were employed 1n put- 
ting the sugar estates in order, in p'ant- 
ing tobacco, in rasamg crove of farm 
produce, After a hard struggle fur more 
than two years the reconstruction of agri- 
cultural industry has been achieved and 
smiling fields are again to be seen where 
all was desolate only a short time ago. 
a 


The work accomplished u 
plantations ig little short oj marvelous. 
The output for the season ‘ust end!ng 
is 600,000 tons of sugar in round figures. 
The edditiogal cane planted this year 
assures that a crop of not Jess than 900,000 
tons will be obtained ia 1992. The industry 
is on a perfectly sound besis. The ex- 
pansion has come from the prolits earned 
from the soil, and not from any inttux 
of outside money. Possibly, ¥ the 


n the svgar 


With 
more favorable aspect of Cuban ) cliti- 
cal affairs, foreign capital may now seek 
investment in the agricultural concerns 
of the island; but the work of reconstruc- 
tion is beyond any need of such assist- 
ance, and agricultural development will 
proceed apace even if foreign capital is 
not available, The fertile svil is there in 
abundance; peateful conditions are as- 
sured by the United States in agrecment 
with the Cubans. Those two esscntial 
points are a solid guarantee for prosper- 
ity in the future. . 
*- ¢ ¢@ @¢ & 

That the tobacco-planting industry 
should have recovered quickly is no mat- 
ter for surprise. The cost cf culiivation 
is comparatively low and the retorns 
are obtained without any !ong delay. The 
crop of last season was equa: to some 
67,000,000 pounds in weigut. The quuiity 
was somewhat poor, owing to much oor 
sced being sown and also to »ad weather. 
During the coming year the production 
promises to be on a higher grade. al- 
though less in bulk. ‘Jhat inferior ci- 
gars are now being manufactured in Ha- 
vana for exportation is, unfortunate-y, 
only too true, but this is principally aue 
to the greed of the owners of certuin 
brands and will fd its own remedy ai no 
very distant date. 

In the production of fruit Guba is rap- 
idly regaining her old pusition. Pineap- 
ples and bananas are freely exported to 
the American markets. Vrange culture 
is occupying the serious attention of 
small farmers, Garden truck has also 
been sent forward in considarable quan- 
tities in the course uf tne last twelve 
months. The duties charged be the 
American custom houses in the United 
States have checked development in this 
direction to some extent, but ‘n spite ot 
this additional expense to the growers 


adventurers. , the trade in both fruit aud vegetables 


shows every indication of Speedy aug- 


mentation. 
* * ¢© & 8 


The mining industry in Cuba is more 
active at the present time than at any 
former period. Philadelphia draws large- 
ly upon the hematite ores inthe province 
of Santiago de Cuba, some v0,000 tons 
monthly now being shipped to that port. 
The work gives employment to 4,000 men 
and could utilize the services of as many 
more if hands were available. The de- 
posits of ore are practically unlimited in 
extent and extremely rich in iron, the 
shipments showing an average of 65 per 
cent of metal. 

Facilities for education have been great- 
ly extended, especially in the direction ol 
primary instruction. ‘Yhe number o1 
schools actually open tu _ Public service 
was 3,313 at the beginning of !Wi, and 
several have been added since tha, date. 
The establishment of this schovl system 
is entirely due to the United states mill- 
tary administration, und is Nut an eEx- 
pansion of any methods in vegue during 
the Spanish occupation of the isiand 


The Season is On, 
(From The Baltimore American.) 
The open season for Chinese apologies 
is on. 


The Case in a Nutshell. 
(From The Savannah Press.) 
He is “‘just an anarchist,’’ that’s all. 


The Workman’s Prospect. 
(From The Philadelphia Record.) 
Whatever regulations may be imposed 
upon workmen by their various societies 
or required by employers, the one fact. 
remains that the American workman 
who cares to add to his individual value 
by study, skill and enterprise is not re- 
stricted in his wage earning capacity, 
but is certain to have that capacity rec- 
ognized by his employer in a substantial 
manner, and to have the way opened for 
his advancement, It is for this reason 
that so many men who were not long ago 
numbered among the employed are now: 

employers. 


But It Is in Florida. 
(From The Omaha World-Herald.) 
The divorce proceeding is essential in 


divorce have been very carefully guarded, 
and it will be difficult to bring public sen- 
timent’ to the conclusion that misfortune 
should be recognized on our statute books 
as one of the grounds for divorce. 


The East Becoming Illiterate. 
(From The Buffalo Express.) 

That the percentage of illiterates is 
larger among the male population of vot- 
ing age in New Hampshire than in Ne- 
braska is one of the revelations of the 
census office that is apt to upset one’s 
preconceptions. The intellectual primacy 
once held by New England would seem 
in danger of being shifted prairieward. 


° A Pitchfork Needed. 
(From The Manufacturer.) 

No real good will come of the Schley- 
Sampson controversy or investigation. It 
does seem sad to see a nation like ours 
playing such poor and small parts. We 
wonder at and talk about the French. 
Was France ever worse than we are? 
What with wordy wars like this and yel- 
low journals dishing up sensationalism 
we out-Paris Paris. The thing to do with 
the wholé question ts to pitchfork it 
into the sea. A lot of ignorant partisans 
have pushed both men to the point of 
making a political question out of what 
should never have passed beyond the 
mess tables of the men who took part. 


Senator T. C. Platt admits that there 
are times when impulse usurps law. The 
senator is right, but he should be con- 
si@rate of others hereafter. 


— 


The scattering of the conventions is a 
relief to the people. They are endured 
sometimes as necessary evils. 


The nation’s grief shows up the unity 
of all our people. The anarch is a spo- 
rade. 


— 
—_ 


The future will contain millionaires with 
potatoes as the foundation of their for- 
tunes. : 


aa 


Emma Goldman has been given too 
much rope. It should be shortened by a 
jerk. 


Some people are so constituted that they 
would demand a jury trial for a mad dog. 


anarchists should be 


The wild-eyed 
kept on the move. 


— 


ee 


Mrs. Nations is but a differentiation of 
the same disease. 


a 


Chauncey Depew has turned from 
joking to dancing. 


- 
ee 


The trail of J. Wilkes Booth is tortuous. 


‘Senator Hoar confesses to the collar. 


consolidations of decrepit or incom- : 
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The Dangerous Class. 
(From The Baltimore American.) 


_The assassins of Lincoln, Garfield and 
of McKinley were all men of that dan- 
serous type against which it seems im- 
possible to guard without the adeption 
of such a policy as is pursued by the 
czar of Russia, and which is incompat- 
fole with American ideas. These men 
may be classed as cranks, as people with 
Wild notions and fancied wrongs, but 
they are none the less responsi»le for 
their awful crimes. It is such men as 
they who have made the presidency of 
the United States an office traught with 
constant danger to its occupant, @¢nd 
they. can be classed as the worst ere- 
mies with which this government has to 
deal. Their deaths make but little atone- 
ment for their crimes. 


Of Foreign Growth. 
(From The Baltimore Sun.) 

It is not an American who has been 
guilty of this crime, and it was not uh 
American motive which prompted him. 
Both the criminal and the crime ate of 
foreign birth, and whatever the lesson 
they teach, it is, happily, not that of na- 
tional degeneracy. Assassination is not 
an American trait. Even in the two pre- 
vious cases in which political reasons in- 
spired the assassins, their method was 
confessedly based on foreign models and 
was an imitation of examples repugnant 
both to American teachings und to our 
healthy and manly nationa] character. 
So that though, as we have said, the hand 
of the assassin has been raised for the 
third time in less than half a eentury 
against the ss highest representa- 
tive, we can feel that these mad and 
dreadful acts were not in any sense indl- 
cative of national sympathies or tenden- 
cies, a fact made especially plain in the 
present instance by the avowal and the 
antecedents of the offender. 

But though the blow to our\institutions 
and our republican prestige is not £0 se- 
vere as it would have been had the crimi- 
nal been of American birth and ais crime 
the direct result of political causes, it is 
severe enough to give us pause end to 
Suggest the importance of a more careful 
method of dealing with the dangers which 
threaten us from such sources as ,these. 
The assassin and the anarchist have no 
excuse for existence in this country. 


A Parallel Drawn. 
(From The Savannah Press). 

On the 5th of last May President Mc- 
Kinley was the guest of the city of El 
Paso, Tex. At that time there were gath- 
ered the ranchers of Texas, the greasers 
of Mexico and turbulent characters of 
both countries on the border. There were 
public functions in the American city and 
bull fights across the river. There was 
plenty of rough characterg from both re- 
publics, and yet there was not the slight- 
est disorder; not the smailest indignity 
was offered to his excellency, the presi- 
dent of the United States, and no show of 
violence developed from any quarter, In 
the tropics, where lawlessness is supposed 
to abide, anarchy is not tclerated. There 
were thousands of,men at El Paso with 
pistols in their belts and dirks in their 
boots to strike down the hydrahead ot 
nihilism or assassination. And yet haG 
the president been shot in that moiiey 
crowd the world would have said that 
lawless Texas was the home of disorder 
and that the spirit of Latin America 
could not be trusted, 

On the contrary, here is another pic- 
ture—a northern city en fete. The crowds 
are made up of the trusted upper tendofa 
of an older and more conservative Civili- 
zation, Across the border are the staunch 
Englishmen of North America. In that 
cliime we would not expect assassination 
to st#tk abroad, offering with one wand 
the grasp of a friend, concealing with 
the other the weapon of a murderer, And 
yet the world knows what happened. ‘ne | 
president is safer in Texas than in New 
York. The great cities seem tec be the 
spawning beds of anarchy. iden who plot 
against the president, who desire to over- 
throw the greatest government thay the 
world ever saw, do not seek the hostile 
clime of the south. They brood atl breed 
in Detroit, in Cleveland, in Toledo, in 
Paterson, in Buffalo. After all the home 
of genuine Americanism seems to. be the 
south—sometimes*® derisively calicd “the 
solid south the home of slavery and &e- 


cession.”’ The men who slew Lincoln and 
Garfield were not southerners. ‘Thank 
God for that! 


Time for Action. | . 

(From The Louisville Courier-Journal.) 
Is it not time that this nation of dear- 
ly-won freedom should stamp out these 
claimants of the rights of free thought 
and free speech who would only employ 
those noble shibboleths to deny a free 
people their right to choose and establish 
their own form of government and insti- 
tutions? Is it not time that this brood 
of foreign riffraff and their domestic. fel- 
low conspirators, who take refuge under 
our government, only to plan and direct 
destruction of all government, our own 
included, should be crushed? 
continue our policy of waiting till they. 
have executed their crimes against public 
life and order before taking them in 
hand? It is too late then todo any more 
than to consign their _carcasses to the 
worms. We do not wait to kill a rattl- 
snake until his deadly fangs have struck; 
we should not wait to take anarchism by 
the throat until it has accomplished its 
openly-avowed ends of assassination. 
These questions are pertinent today to 
every patriotic American, even as: the 
reat heart of the nation throbs for the 
Rilivery from death of its honored citizen 
and president. 


Making a Bad Record. 
(From*Tfhe Richmond Dispatch.) 

A double distress attends this unhappy 
occurrence—one, in which the personal 
side appears; the other where our coun- 
try is put to shame and humiliation, 

We are making a bad record! Three 
presidents of the United States lave 
fallen by assassins’ hands, and all within 
thirty-six years! That is a worse expe- 
rience than that of the rulers of mo 
archical nations. If the answer be mad 
that kings and emperors are usually sur- 
rounded by armed_guards or escorts, all 
we can say is that so will our presidents 
have to be in the future. 

This trip of the president's to the Pan- 
American exposition was expected to be 
one of great satisfaction to him and his 
wife. In a measure, it was to celebrate 
her recovery from a long and wastin 
illness and was also to erottty the wis 
of thousands who planned to have a holi- 
day making with the distinguished pair 
as their guests. Alas, how has their 

ladness been turned into sorrow! It 

s the second presidential trip of the 

ear to bring misery to Mr. and Mrs, Mc- 

inley. 
A Hellish Band. 
(From The Raleigh News.) 

Czolgosz is the member of a band hold- 
ing to a hellish creed, ready to stealthily 
kill the public officer, not from emotional 
insanity or maddened by a supposed per- 
sonal grievance, but as the result of a 
deep faith in the stiletto, imported into 
this country with the horde of undesir- 
able and vicious unrestricted immigrants 
who bring their vermin, their vice and 
their venom to this free land. The man 
who sought to take Mr. McKinley's life 
was well dressed and had the appearance 
of a prosperous citizen. He was not 
dirty or ragged. He was probably edu- 
cated in the schools, and did not belong 
‘to the ignorant or illiterate classes. He 
is the type of the anarchist who teaches 
that it is right to kill one’s rulers and to 
antagonize the existing order of govern- 
ment. These men hold their meetings in 
this country as in Europe, and the as- 
sassin yesterday declared he had done 
his duty just as the bloody-handed assas- 
sin In France declared he had done a 
good deed when he had assassinated the 
| president of the French republic. What 
to do with men holding such views and 
carrying them out without compunction 
is one of the problems of the age. They 
are not , amenable to reason or open to 
any influence that would restrain men 
of any real Americanism. They have no 
part nor lot with the true Americans 
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Drive Out the Anarchists. 
(From The Philadelphia Press.) 
The folly of permitting avowed an- 
archists freedom in this country to travel 
about and advocate their doctrines and 
to plot against foreign rulers has long 
been recognized by the vast majority of 
our people. But whenever one of these 
pestiferous creatures is interfered with 
by the police there are newspapers that 
denounce the police and defend the right 
of the anarchists to advocate murder. 
Philadelphia had a case in point not long 
ago, when the notorious Emma Goldman 
was repressed by the police, who in turn 
were denounced by certain newspapers. 
In the same way whenever the immi- 
gration officials halt an anarchist about 
to enter our territory an outcry goes up 
against the officials, who have more than 
once been intimidated in that way and 
induced to admit anarchists, although the 
law provides for their exclusion. Probably 
in no other nation are these detestable 
beings permitted such freedom as in the 
United States. The attack on President 
McKinley was no doubt the deliberate 

work of that organization. 

It is time to call a halt on the policy 
of temporizing with these assassins. They 
should be rigidly excluded from the 
United States and expelle@ wherever 
found. They are all foreigners. Our soil 
does not favor that kind of human mon- 
sters, and they should not be permitted 
to engraft themselves on it. Stern meas- 
ures, such as were taken in Chicago some 
years ago, have proved to be the only ef- 
fective wav to deal with anarchists, New 
Jersey harbors a good many of them, and 
it should take measures to get rid of them. 
They are at war with organized society 
everywhere, without reeard to the merits 
of the organization, and are thus enemies 
of the human race, 
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Extirpate Anarchists. 
(From The New York Herald.) 

What inspired the dastardly assassin? 
One can possibly conceive of hatred and 
desire of vainglory leading to the murder 
of President Lincoln in a period of intense 
excitement or of disappointed partisan- 
ship Inciting the half demented slayer cf 
President Garfield, but for such an unpro- 
voked and hellish assault as that of yes- 
terday imagination fails to suggest a mo- 
tive, unless we accept the assassin’s state- 
ment that he is an anarchist and was pos- 
sibly inspired by that infernal organiza- 
tion or even directly chosen to perpe- 
trate it. 

The time has come to settle with these 
reptiles. They have no place in this re- 
public... Individuals and organizations 
claiming to be anarchists should from 
this hour be denounced as enegnies of pub- 
lic order and hunted like wild beasts. The 
fourteenth amendment to the constitution 
authorizes congress to deal with the indi- 
vidual citizen. Under that amendment 
congress should enact legislation defining 
anarchy as a crime against the United 
States and subject to trial before a fed- 
eral jury. As the president is commander 
in chief of the army and navy, an attack 
upon him should be triable by courtmar- 
tial, so that swift and relentless justice 
would be meted out, 

Men who are elected by the people to 
high office must be rotectelk For attack 
upon them there should be punishment 
so inexorable and so terrible that the re 
tile chosen to commit it would face the 
veqgeance of his associates or put an end 
to his own miserable existence a thousand 
times rather than incur the penalty. If the 
constitutional prohibition of cruel and un- 
usual punishment stands in the way, let 
us have an amendment making special 
exception in the case of crimes against 
the whole ople in the person of their 
representatives, hedging these as with a 
wall of steel by striking terror to the 
hearts of would-be assassins. 


Bring in Lynch Law. ~ 
(From The New York Herald.) 

Senator Thomas C. Platt—"‘I was dazed 
when I sheard the news. 
realize it. It doesn’t seem possible that 
a man could do such a thing. That man 
was an anarchist. He was not crazy. 
There was too much method in the way 
he went about it. I think it Is wrong 
to attribute madness to all who try to 
kill people. I would advocate a drum- 
head courtmartial, and that the man be 
taken off at once. 

“This is one of the instances where 
think lynch law would be justifiable. Of 
course, it is appalling to think of it. It 
is hard for me to think what to say about 
the matter. 

“If it had happened in Tenth avenue, 
the man would have been killed on the 
spot.’’ Charles Steckler interjected. 

“Take him to Tenth avenue, by all 
means,’ said Senator Platt. “That is 
just the place where he should be taken 
if ..at is the treatment that would be 
given him. 

“This act will make me a belligerent 
MeKinlevite from now on. When was 
having the excise law passed I got from 
twentv-five to thirty letters threatening 
my life. I sent them all to the police. 
expected some bodily harm, but escaped. 
t seems that those who are most tHreat- 


TI am giad I 
was not in Buffalo. ’ 

“T don’t believe in temporizing with 
those assassins. I helleve that man had 
a gang, and that this was all method. 
All we can hope for is that the president 
will recover. It is awful to contemplate 
his death following these wounds. It is 
too bad that the fellow who tried to kill 
the president cannot be tried now, when 
pubiic feeling is at its height.” j 


- The Country Ts Safe. 
(From The Philadelphia Times.) 


Yet the nation is greater and stronger 
than any man, however tnfluential, how- 
ever exalted in station. It was Garfield’s 
own exclamation: “God reigns and the 
government still Itves.”’ ‘There is no peril 
in the succession. The country will go 
on its way in anv event. But a shock like 
this cannot be without effect, and it must 
be in a sober spirit that our people take 
up their tasks today, awaiting wit ogg 
ful anxetty the news from the bedside of 
the stricken presfdent. 


One Lesson Drawn. 
(From The Philadelphia Record.) 

The death of the nation’s first citizen 
would compel further recognition of the 
vanity of human achfevement. Happily 
for us all, though the chief should die the 
succession has been provided for, and 
there would be no break fm the continuity 
of settled government; but there would 
be inevitable arrest and confusion 
throughout every artery of public and 
private undertaking. Policies, ambitions 
and enterprises now afoot would have to 
be new shaped. There would be a time 
of drift and dismay until the nation could 
get its’ bearings. , 


It Is a Horror. 
(From The New York World.) 

Mr. McKinley is so good and amiable a 
man personally, and he has so grown in 
public confidence and regard since his re- 
election, that this attack upon him can 
only be regarded as the act of an insane 
man. It is nevertheless an outrage so 
abhorrent as to evoke universal horror 
and regret. 


How Long Is This to Last? 
(From The New York Sun.) 

To the dishonor of this age, assassina- 
tion ‘is now become almost an ordinary 
incident in the life of a ruler. It is the 
fact that the seed which dr into —- 
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Where To Send the Negro. 

(From The Florida Times-Union.) 
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No Excuse for the Act. 
(From The Chicago Inter Ocean.) 
The crime is so black that language 

fails to paint its turpitude. 

There was not even an illusory excuse 
for the act. Willlam McKinley, the ex- 
emplary citizen, and devoted son and 
husband, againat whom no man could 
be found with a private grudge, whose 
personal cleanliness of thought and deed 
was never questioned, whose conduct to- 
ward all was benevolence itself—he of all 
earth’s rulers would have been deem 
least subject to murderous assault. And 
vet ng has been struck down by an as- 
SassSin, 


The President’s Domestic Side. 
(From The Chicago Tribune.) 

No trait in the character of President 
McKinley has more endeared him to the 
American people than his love of home 
and his chivalrous devotion to his wife. 
While he has never failed in close atten- 
tion to the duties of his great office, and 
this at a time when new and important 
questions Were coming forward for set- 
tlement, the family claimed: his first alle- 
giance and the invalid companion of his 
life his first care. However harassing 
or perplexing these duties might be, that 
care for her was extended with all gentic- 
hess and grace. | 

Only last spring the prenpees made 
his triumphal] tour through the country to 
the Pacitic coast, accompanied by his 
wife. The journey had overtaxed her 
feeble constitution and prostrated her, 
so that her condi me critical. 
the first sight of danger the 
abandoned his journey, with al 
traordinary popular demonstrations, re- 
mained by her side until the danger wag 
passed, canceled all ese eee and re- 
turned with her to the Washington homa, 
and it was not until all uncertainty as to 
her condition wag removed that he freely 
gave himself to public affairs again. In 
that home life in the national capital, ag 
well as in Canton, he has shown to his 
wife the devotion of a noble and chival- 
rous heart, never more tender than in her 
hours of illness. 

Now this delicate and gentle aay is call. 
ed upon to minister with all her love and 
such strength and courage as she can 
command to her husband suddenly smit- 
ten down by an assassin. All good meng 
and women will pray that she may have 
stre given her to endure this terri- 
ble ordeal, that her noble husband, ‘‘with- 
out fear and without reproach,’’ may be 
spared to her, and that it may be long 
before the shadow of death darkens thas 
happy jireside. 


Exposed to Dangers. 
(From The Chicago Record-Heraid.) 

Like his predecessors whom we have 
named, he came, too, from the common 
people, who 4vere exalted by his exalta- 
tion. He has been our most popular ysres- 
ident since Lincoln, popular in every sec- 
tion of the country, amd it is well-nigh 
incomprehensible how any sane person 
could have meditated his murder. 

But the anger against his assailant ana 
against the ideas and the associations 
which he represents is at white heat. The 
nation demands his exemplary punish- 
ment and a stricter surveillance over an- 
archist clubs and all threatening ene- 
mies of the government. in chis hour the 
lesson is fearfully enforced that we are 
much more likely to lose liberty through 
license than through a calculating tyr- 
ann > 

It ts an appalling thought that the 
great republic, with all it promises and 
all its deeds for oppressed humanity, ex- 
poses its chief magistrates to more dead- 
ly chances than does any — or king- 
dom, But seven men regularly elected 
president in the last thirty-six years, and 
three of them brought low with the as- 
sassin’s bullet! 


The Deed of a Devil. 
(From The St. Louis Republic.) 

No murder or attempt at murder can be 
excused. Such deeds can, however, usual- 
ly be explained by circumstances which 
arouse passions common to mankind, But 
this particular creature of blood had no 
motive which ordinary human beings 
could ever share. There is no public ex- 
citement. The period is one of unexam- 
pled well being and contentment. ‘The 
victim, as citizen and president, Las been 
a man of singular amiability and orderli- 
ness of life. The scene, a panorama cele- 
brating progress in the useful] and peace- 
ful arts, should have soothed and dis- 
armed frenzy itself. If the perpetrator is 
an anarchist, then we know that the an- 
archists are willing slaves of mere envy 
and bloodthirstiness; who deserve bo pity, 
and can be the subjects of no argument. 
For them the fundamental law of this 
free land, which forbids cruel and un- 
usual punishments, should be suspended, 
and the most crue] and unusual punish- 
ment that human ingenuity can devise 
should pe relentlessly applied to deter the 
devils from the pursuit of their inhuman 
lust for blood. 


A National Disgrace. 
(From The Indianapotis Jourpal.) 
But, great as is the personal outrage 


unspeakable disgrace brought upon the 
nation. The assassination of the presiq- 
dent of the United States puts a stigm® 
on the American name of which every Cit- 
izen must bear his part. It = s to 
bear in Abraham Lincoln's time wags 
harder when Garfield was struck a 
it is harder still when for a third time w 

are brought face to face with the possi- 
bility that our free institutions and laws 
may perhaps: harbor and nurse enemies to 
established government and representa- 
tives of government as deadly as 
who nest and breed in Burope. Even if it 
should prove that the assassin of President 
McKinley was a lunatic, the question will 
stil] remain, who furnished a motive for 
his crazy act and what gave direction to 
his murderous 


dal mania, why 
om gpggen BE ome of the United States and 
one of the most gentle, lovable and = 
anthropic men that ever held the o cot 
The answer to this question places a, tees 
ful responsibility on those who attem % 
to array class against class and to = be 
personal hatred of the constituted po 


of government. 


Investigate 

(From The New York 
at is dad advice, 
Brew cceneuiaa and one that would 
doubtless yield quicker results would be 
to send emissaries into the Latin Amer- 
icas, and the West Indies as well, to in- 
vestigate and learn the style, weight, 
quality and pattern of cotton goods that 
these people require. At the expositions 
in Charleston and elsewhere in the states 
the people of those countries might be 


Latin America. 
Commercial.) 
but a step of 


see on exhibition there only the cottons 
that American manufacturers already 
make and offer for sale—and it is well 
enough known that the Cubans, for in- 
stance, want something entirely different 
in large measure, the same sort of cot- 
tons that they have been wearing for gen- 
erations back. ‘Those styles may not be 
best adapted to their use, but the shrewa 
manufacturer will make what his cus- 
tomers demand, whether he knows it to 
be the best for them or not. The trade 
of a whole generation might be lost in 
an educational effort to correct their 
Msadapihaiit and taste. 


Railway Employees. 

Baltimore Sun: The last réport of the in- 
terstate commerce commission shows that a 
large army of employees is in the service of 
the railways of the United States, the num- 
ber in 1900 having been 1,017,653. or 529 
employees per 100 miles of line. The larger 
business of the year was refiected in an in- 
crease of 88,729 in the number of employed, 
or 34 per 100 miles of line. As many as 450,- 
063 were employed on the trains. Compen- 
sation of railway employees absorbed $577,- 
264,841, or 60 per cent of operating expenses 
and $9 per cent of gross earnings. If a reduc- 


tion of rates meant a reduction of wages, there 
would be doubtless a loud outcry against such 
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_ LAW LAX ON ANARCHISTS, SAY LAWYERS. 


OF CZOLGOSZ MERITS THE NOOSE 


. CRIME 


Gov, Candler Favors Stale Lepis- 
lation Redefining Con- 


spiracy, 
IMMIGRATION LAWS AT 
FAULT SAYS ALEX KING 


. —_—_—_—_—_———~ 


Expressions from Leading Georgians 
Indicate a Temper for Reform 
in Laws Governing An- 
archistic Gatherings ~ 
and Teachings. 


Following the attempted assassination 
of President McKinley, the natural trend 
of public thought is toward the plot- 
tings and fanatical doings of anarchists 
and social extremists in this country. It 
is unhesitatingly declared by men high in 
authority that this country has grown to 
‘be the damping ground for the most vi- 
clous and determined followers and sup- 
porters of anarchy, scared from their 
Puropean haunts and rendezvous by the 
stringency of the existing laws there and 
the gravity of the punishment relative 
to the plannings and executions of an- 
archy; lured to the Unite States by the 
freedom from molestation to be enjoyed 
here in their plottings. 

When the killing of King Humbert of 
Italy came as an aftermath of the plans 
formulated in Paterson, N. J., where the 
plot was hatched and from whence Bresci, 
the murderer went, there was a murmur 
of disapproyal from Americans relative 
to the alleged laxity of law here govern- 
ing the liberty of anarchism. 

When the assassin Czolgosz made 
his dastardly attempt upon the life of 
the president, the success of which even 
now hangs in the balance, a storm of 
resentment against anarchy and condem- 
nation of its tolerance here swept into 
every corner of these broad United States, 
shaking the republic even to its very 
foundation. 

Public sentiment has reached a stage 
where it is the mandatory will of the peo- 
ple that laws be enacted for the sup- 
pression of anarchistic principles in this 
country and the fixing of punishment for 
plannings and plottings of anarchists in 
the United States. 

From Paterson, N. J., comes report of 
the ghoulish spectacle of anarchists in 
that city rejoicing over the deed of 
Czolgosz and figuratively w<aying for a fa- 
tal end to his attempt. Following this, 
Governor Vorhees, of that state, 

-G@eclares that the time has come tn call a 
halt to anarchy in this country, and that 
the next legislature of his state will en- 
act a law by which’ participants in any 
cofispiracy in New Jersey that results 
directly or indirectly in the assassination 
of any ruler the world over, or the mur- 
der of any person in or out of New Jer- 
sey, will be dealt with as accessories be- 
fore the fact on the charge of murder. 

Governor Candler -Talks. 


Governor Allen D. Candler was asked 
yesterday to express his views in the mat- 
ter. He replied as follows: 

‘“T favor federal legislation effectually 
'to exclude all anarchists from our shores, 
even if the treaties have to be amended 
or disregarded to secure it. 

“T favor so amending the constitution 
of the United States and those of the sev- 
eral states as to make the preaching or 
teaching of anarchistic doctrines trea- 
son, punishable with death, and I favor 
state legislation making it conspiracy 
for two or more persons to assemble and 
listen to the teachings of any anarchist.’’ 

Attorney General Joseph M. Terrell aiso 
expressed himself as favoring the en- 
actment of stringent laws governing the 
punishment of anarchy and its disciples. 
He said: 

“TI think anarchy ought to be made a 
felony in every state in the union and 
punishable with a long term of imprison- 
ment. Whenever a plot against the life 


of an officer of this or a foreign country 


is discovered, the plotters shou!d be giv- 
en long terms of penal servitude. 

‘‘Where an attempt is made upon the 
life of the president or any other public 
officer of this country by anarchists, I 
think the offense shouid be punishable 
with death, no matter whether the at- 
tempt is successful or not. 

‘This matter ig one that should be tak- 
en up individually by each state of the 
union, and the entire country covered 
in this regard by liegislative enactment. 
Relative to the president and =. feder- 
al officers, it is within the province of 
congress to act.’’ 

Stringent Laws Needed. 


Relative to the question of anarchy in 
this country and its suppression, Judge 
John 8. Candler said: 

“Under our system of government. it is 
not a matter for federal legislation. The 
states should each pass stringent laws 
against the assembling together of per- 
sons for any unlawful purpose, or for any 
purpose that cannot be spoken of with 
open doors. 

“The federal government can do much 
to throttle anarchy by putting a stop to 
indiscriminate immigration to this coun- 
try. We are now the dumping ground 
for all the criminals of Europe, and while 
we have a statute against paupers and 
criminals coming to this country, it does 
not go far enough. We should not allow 
@ man to land in this country unlesc he 
can show a certificate of good character 
from the country from which he comes. 

“We need, as a step in the direction 
of putting down anarchy, to teach our 
children that to be good citizens they 
must respect law. They must respect 
authority. 

‘Love for country will follow respect 
for country, and respect for its rules. 
Indiscriminate criticism of officers in au- 
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Trained Intelligence 
———_—_— 


added to the best experience of 
years, and guided by science, 
makes the Patek-Philippe 
Watches as perfect as anything 
mundane gets to be. We have 
@ splendid stock of the finest 


timekeepers in the world. 
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GOVERNOR CANDLER, | 
He Favors Death Penalty for An- 
archists in This Country. 
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thority leads to lack of respect for gov- 
ernment and for law. 

*‘No man should be allowed to speak qis- 
respectfully of our public officers, nor 
counsel violation of law from platform 
nor through press. Such, if not anarchy, 
leads to it. ‘While I believe in liberty of 
speech and liberty of the press, I do not 
believe in license in either, and any man 
who attempts to tear down our s¥stem of 
government or to inculcate seeds of an- 
archy encouraging the ignorant and vi- 
clously inclined to violate law, should 
be arrested on the spot and promptly 
punished. 

‘“‘We may pass laws in our state legisla- 
tures, however, against anarchy. We 
may denounce it from the pulpit and 
through the press, but unless we teach 
our children in our homes the lessons of 
good citizenship we will accomplish but 
little. Teach them to respect authority, 
teach them obedience to law, and last of 
all teach them that they live in the best 
home in the best state in the best coun- 
try in the world. Teach them obedience 
at home and love for home, and when 
they become men and women, they will 
love home and country and will despise 
everything that tends to destroy either. 

No Room for Anarchists. 

Hon. Porter King said: “I think an- 
archy of all sorts ought to be suppressed 
and laws enacted and rigidly enforced 
against anarchy or any form of anarchy, 
and societies or combinations which have 
anarchy for their purpose. I think a 
great deal of harm has resulted from the 
way in which the anarchists were dealt 
with in Chicago a number of years ago, 
who were guilty of the flagrant outrages 
then committed against the laws of the 
country. 

“I think it ought to be understood that 
in the United States and the several states 
composing the union there is no room for 
anarchy and no encouragement or palia- 
tion for those who are disposed toward 
anarchy, whether native born or the off- 
scourings of the other nations of the 
earth. 

“The present outrage of the attempted 
assassination of President McKinley 
should serve to bring before our people 
the importance of enacting and enforcing 
laws that will tend to the suppression of 
these crimes. 

“T think that the attempt upon the life 
of a president or a ruler, where mon- 
archy prevails, should be punished with 
the extreme penalty of death, as if the 
attempt had proved successful in the tak- 
ing off of the would-be victim. The in- 
tent and the act of the perpetrator are 
the same, and the fortunate escape of his 
victim should not relieve the culprit from 
the most condign punishment. 

“IT join with the masses of our people 
north, south and east in universal ex- 
pression of sympathy for our devoted 
president, and unite with the universal 
prayer which today went up for his restv- 
ration to health.’’ 

Judge Tompkins’ View. 

Henry 8B. Tompkins _ saii: 
“When the president of the United 
States, a man in the highest and most” 
important position in the country, is made 
the victim of an assault that shocks the 
people and the business interests through- 
out the union, it would seem that the 
time has come when some special laws 
should be made to deter the anarchists 
from their work of assassination. An 
attempt to assassinate a man in so exait- 


Judge 
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ATTORNBDY GEN. TERRELL. 

He Believes Anarchy Should Be 
Suppressed by Legislative Enact- 
ment, 
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ed a position as President McKinley's 
should itself be made a crime punishable 
by death, 

‘Laws should be made by the federal 
government in pursuance of constitutional 
power, already in existence, which could 
be done in what is called the general wel- 
fare clause of the constitution, to pre- 
vent the preaching and teaching of doc- 
trines which induce men to attempt the 
assassination of the heads of govern- 
ments. 

‘“‘While the president may be a man of 
no greater intellectual power or worth 
than thousands of other people in the 
United Sates, yet the good of all our peo- 
ple is bound up in not permitting his as- 
sassination. 

‘‘The states, as well as the union, ought 
to enact stringent laws against the teach- 
ing of doctrines put into practice by ir- 
responsible individuals, which tend to the 
destruction of those who happen to be in 
high office. The people of the country 
have a peculiar interest in the life and 
welfare of a man whom they have se- 
lected to fill the high and responsible po- 
sition of president of the United States, 
and his life is of more value than the 
average citizen, for the reason that the 
interests and welfare of the great mass 
of people may be affected by the removal 
of the head of the government by the 
hand of an assassin. 

“The immigration laws, too, should be 
so arranged that those foreigners who be- 
lieve in anarchistic doctrines should not 
be allowed to land in this country any 
more than a man afflicted with leprosy 
or some other horrible contagious dis- 


ease. 
“In my opinion, Mr. McKinley is one of 
the ablest and purest and most useful 


_ | men this country has ever developed and! 
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his death at this time would be a calam- | 
ity greater than could possibly be esti- 
mated aside from the atrocity and inhu- 
manity of the crime itself.” 

Better Immigration Laws. 

Hon, Alex King said: ‘Anarchy in tts 
avowed hostility to all government and 
its professed intention to overturn them by 
force is on a par with insurrection and 
treason. The open teaching of anarchistic 
principles or meetings to encourage them 
could properly be made criminal. 

“To pronounce too severe penalties 
against this would probably defeat the 
enforcement of the law, except when 
some Outrageous act, like the recent at- 
tempt on the life of the president, had 
aroused public indignation. But a reason- 
able punishment of such teaching or com- 
bining to encourage such principles as an 
attempt on the existence of organized so- 
ciety would meet with approval. 

“Assault on the chief executive or other 
high officials’ of either the state or the 
union should reasonably be punished more 
severely than other assaults, since they 
not only injure individuals. but strike at 
public welfare. : 

“I favor much more careful immigratfon 
laws than we now have. Persons sus- 
pected of possessing anarchistic principles 
should be denied admission intofhe coun- 
try until they can be properly avouched. 
Certificates approved by our consul evi- 


} dencing the law-abiding character of ill 


immigrants might be required in all 


cases.”’ 


NO SESSION THIS WEEK. 


Superior Court Will Take Another 
Week’s Recess—The City 
Courts Will Convene. 

The superior court will not begin the 
grind of business this morning as had 
been expected, but will take a recess of 

another week. 

The court was assembled Saturday 
morning in the oli court room, but it 
became apparent at once that it would 
be impossible to conduct business satis- 
factorily. 

On motion of Attorney C. T. Hopkins 
the court was réquested’ not to sit this 
week in regular session. Judge Lump- 
kin then announced that he would hold 
no regular session this week, but that 
this morning at 9 o'clock he would ot- 
ganize and charge the grand jury and also 
the traverse jurors. Court will be con- 
vened again next Saturday, when it is 
hoped the new court room will be in order 
or that the old court room wil] be in con- 
dition to be used. 

Judge H. M. Reid will convene the 
first division of the city court this morn- 


ing in the city council chamber. Judge 


Calhoun, in the second division of ghe 
city court, will also try civil cases this 


week. 


On motion of Judge James A. Anderson 
the Bar Association Saturday morning ex- 
tended its sympathy to Judge Lumpkin 
on account of the death of his mother, 


EXPECT CROSSES OF HONOR. 


Mrs. Gabbett, the Custodian, Issues 
Letter Telliig) How They May 
Be Procured. 

Mrs. 8. E. Gabbett, custodian for the 
United Daughters of the Confederacy, 
issles the following letter to the Geor- 
gia chapters in reference to the distribu- 
tion of the crosses which will be in her 

hands about October 1: 

“Ladies: I have the pleasure of inform- 
ing you that I expect to receive a con- 
signment of the crosses of honor during 
the last week of this month, so I shall be 
ready to fill orders the ist of October. I 
shall commence with orders already on 
hand which are correctly given. 

“I take this opportunity to again re- 
quest the presidents and secretaries to be 
exceedingly careful in their method of 
giving orders and in strict agreement with 
the rules and regulations governing the 
distribution of the crosses. 

“Every certificate must be filled and at- 
tested in ink. I decline to receive pen- 
cilling. A _ certificate of the president 
and secretary United Daughters of the 
Confederacy must be sent with every or- 
der. Here I must add only orders given 
by those authorized to give them will be 
received; that is, from the president or 
secretary of a chapter. I have been on 
more than one oceasion puzzled by receiv- 
ing orders from honorary presidents and 
several members of one chapter. 

“Every order must be accompanied hy 
a list written in full in a legible hand, 
(or typewritten, which latter is prefer- 
able), and on a separate sheet of strong 
paper—foolscap, for instance. Also I par- 
ticularly request you will put yourselves 
to the trouble. of adding to each name the 
dates, such as of entering the army and 
of discharge, the name and number of 
regiment, of camp and of the chapter or- 
dering the crosses. You will remember 
that these lists are intended as records, 
to which the custodian can at any time 
refer. 

“T also request the presidents to send 
their orders in one lot when they can pos- 
sibly do so. A habit prevails of sending 
a number of certificates in one order, 
and then for days—ave, weeks—aftor 
sending in haste one, two or three certi- 
ficates—never accompanied by a list, but 
by floating stamps. This habit gives the 
-custodian a very unnecessary amount of 
extra trouble {n packing and keeping ac- 
counts as well as in reading and answer- 
ing letters. 

“IT must ask that the certificates be ar- 
ranged alphabetically. I receive say two 
or three hundred certificates irregularly 
put together, and an alphabetical ‘list. 


1 It is my duty to compare list and certifi- 


cates, You ean imagine how much my 
labors are increased when I must search 
through a mixed bundle before I can find 
the corresponding names. 

‘Again, IT must request that a proper 
notice be given to me when orders are to 
be sent. I have not a staff of clerks nor 
an unlimited supp] yof crosses. Therefore 
I cannot fill] unexpected’ orders for un- 
usual occasions sent to me in a great 
hurry. 

“TIT beg to remind the chapters, ‘de- 
scendants cannot receive the cross until 
all the living in the county are served.’ 
TI, therefore, give notice that I must «e- 
celine filling any order for a descendant 
unless the president of chapter ordering 
can assure me that the above condition is 
filled. S. E. GABBETT, Custodian. 

‘29 Hurt Street, Inman Park, Atlanta.”’ 


BASEBALL MEETING HELD 
BY NATIONAL LEAGUERS. 


New York, September 8.—A meéeting of 
the Players’ Protective Association was 
held today. The delegates present were 
all National League players, as those in 
the American League are all out west 
and could not get to New York and back 
without interfering with their respective 
clubs. : 

The question of punishment of players 
who jump their contracts was the prin- 
cipal topic discussed. It was unanimous- 
ly decided that in the future any player 
who, after signing one contract, jumps 
to another club, shall be summarily ex- 
pelled by the association. In the matter 
of the signing of the players, the associa- 
tion decided to take no cognizance of 
the one-year option clause in the Na- 
tional League contract. 

Under a resolution passed today a: 
player in the future will sign for one 
age} only. If at the end of the season 

desires to go from one club to another, 


MAY TODAY YETO 
PETERS ST. GRANT 


Time Limit Fer Mayor's Action Ex 
pires Tonight, 


IS LONG TERM FRANCHISE 


Paper Was Transmitted to Mayor 
Mims by Clerk Cdthpbell on 
Saturday, and He Was 
Busy Yesterday Con- 
sidering It. 


Mayor Mims will probably veto the Pe- 
ters street franchise this morning. Ths 
paper was transmitted to him Saturday 
by City Clerk W. J. Campbell, and he 
has until 12 o’clock tonight to either ap- 
prove or disapprove the ordinance. 

That the mayor will veto the franchise 
seems to be a foregone conclusion. He 
vetoed the Boulevard extension grant 
some days ago principally because it gave 
the Atlanta Rapid Transit Company a 
forty-eight year franchise, and as the Pe- 
ters street franchise is also for the long 
term it is only reasonable to suppose that 
he will not approve the\paper now in his 


hands. 

The ordinance granting the Transit com- 
pany a line to West End along Peters 
street passed council some time ago. 
When it came up in the aldermanic board 
it was amended, the amendments being 
such as were not objectionable to the 
company. Then the paper went back to 
council for concurrence. 

During the meeting of council last 
Wednesday all of these amendments were 
concurred in, and the ordinance was up to 
the mayor for action. 

The mayor had four days after the ses- 
sion of council in which to either approve 
or veto the ordinance. He was busy yes- 
terday considering the various papers of 
the ordinance. 

The Boulevard extension was vetoed 
sOme days ago, and council last week, by 
a vote of 8 to 6, sustained the mayor. 
One of those who voted to uphold the 
mayor’s disapproval of that paper was 
Councilman John C. Reed. He stated at 
the time that it was his intention to vote 
for the Peters street line when it came 
up for action. 

He said he favored this grant because 
if the company constructed the line the 
city was assured of a viaduct over the 
railroad tracks at the Peters street cross- 
ing. The Transit company and the rail- 
ways were to erect this bridge without 
cost to the city, and he was of the opinion 
that this was adequate compensation for 
a long term grant. 

Other members seemed to take the same 
view of the matter, and it may be that 
there will be sufficient votes in council 
to override the mavyor’s veto of the Pe- 
ters street franchise. 


AT DOOR READY 10 KILL 


Negro Tried to, Get. Mrs. R. 8. Mc- 
Donald to Open Her Back Door. 


WAITED WITH HEAVY STONE 


She Called Police and They Were In 
Time to Rescue Her—Was 
Alone at Home. 


In frightened tones Mrs. Robert 8S. Mc- 
Donald, of 300 East North avertue, called 
for the police over the telephone Satur- 
day night about 9 o’clock. She said 
that some one was trying to break into 
her house and that her husband was 
down town at work. . 

Call Officers Tibbs and Dorsev hurried 
to Mrs. McDonald’s residence as quickly 
as possible on their wheels. They found 
that a negro had entered the yard and 
beat upon the back door to make Mrs. 
McDonald open it for him. Instead of 
opening the door the lady sent a hur- 
ried call to the police barracks over the. 
telephone. 


Mr. McDonald was at work in Pratt’s 
laboratory on Auburn avenue. Mrs. Mc- 
Donald was alone save for the presence 
of a little boy. She knew by the negro’s 
tone of: voice and the manner in which 
he spoke to her that he meant mischief. 
She had a pistol with only two chambers 
loaded, but she did not wish to use 
that until she was forced to do so. She 
reserved the weapon as her last hope 
if the police failed to reach her in 
time. 

The negro either heard Mrs. McDonald 
telephoning or he was afraid to break 
down the door, knowing that it would 
make considerable noise. He was gone 
when the officers reached the house. 

On the well on the back porch the 
policemen found a heavy stone which 
ths negro had had and with which he 
doubtless meant to strike Mrs. McDonald 
and perhaps kill her as soon as she opened 
the door for him. , 

The officers were satisfied that the ne. 
gro meant robbery and that he thought 
Mrs. McDonald would open the door with- 
out any suspicion of impending danger. 

An arrest was made, but the prisoner 
proved that he had beén at work al) 
the evening in another part of the city 
and he was released. 

Mrs. McDonald was frightened, but she 
kent her head and was remarkably cool 
under the circumstances. She tele- 
phoned for the police instead of her hus- 
band because she knew the officers on 
their bicycles could reach her much 
quicker than her husband and because 
she did not wish to endanger her hus- 
band’s life when she felt certain that 
the police could give her all the protec- 
tion possible. 

Mr. McDonald, however, reached the 
house soon after the officers, hie wife 
telephoning him about the occurrence 
when the policemen arrived at her home. 


School Books now on Sale at John M. 
Miller Co.’s Book Store, 39 Marietta street, 
~ the same price as given at school 

ouses. 


hi 


THEY MARRIED LAST APRIL. 


Announcement of the Wedding of 
Young People at Fairburn. 

Fairburn, Ga., September 8.—(Special.)— 
Public announcement has just been made 
of the marriage of Mr. Marvin M. Neese 
and Miss Annie Schoeller, both of this 
place. They were married last April, but 
mutually agreed to keep the matter secret 
till the present time, although known ‘to 
their respective families and a few 
friends. Both young people are very pop- 


or from one organization to ag focal Sta 


is at liberty to do so so far as the p 
ers’ association is concerned, 


ular here and have many friends. The 


: bride is a relative of Governor Candler. 


Is Needed For tducation 
In Georgia, 


RURAL TEACHERS PAID 
POORLY AND TARDILY 


Members of the Legislature Urged 
to Give the Matter Prompt At- 
tention and Provide for a 
Proper System of 
Taxation. 


State School Commissioner G. R. Glenn 
has gotten out advance copies of his 
annual report for the purpose of placing 
them in the hands of members of the 
legislature prior to the meeting of the 
general assembly next month. He will. 
mail them to the members this week. 

Commissioner Glenn deals with all the 
educational institutions of the state, 
shows their condition and progress, and 
gives important statistics bearing on ed- 
ucational questions in Georgia. These 
will be found of great interest and im- 
portance, but the main topic under dis- 
cussion in: the report is that of local 
taxation for schools. : 

Governor Candler cailed attention to 
the necessity for this in his report to the 
legislature in 1900, and he and Commis- 
sioner Glenn are in thorough harmony 
on this question. It is for the purpose 
of bringing the importance of local tax- 
ation for schools prominently to the at- 
tention of the members of the legislature 
that Commissioner Glenn will send them 
advance copies of his report. 

Appended to the report is an impor- 
tant table showing school conditions in 
all the states of the union, and it is 
apparent that Georgia suffers by com- 
parison, especially with the northern 
States. 

The Local Situation. 

S-eaking of school-conditions in Geor- 
gia. Commissioner Glenn says: 

‘Now, then, what is our situation? We 
have 665,.w.wv children of school age (cen- 
sus 1898): eight-ninths of these children 
are in the rural districts. They go to 
school less than one hundred days in 
the year. The teachers of these children 
receive as their pay an average of less 
then $130 for their services in each of 
the rural schools. The day laborers on 
the streets of Atlanta receive more pay 
for their toil day by day than we pay 
to the average district school teacher, 
and yet the teachers are expected to be 
experts. °° ° ° 

“One of these poorly paid teachers was 
in my office a few davs ago, and told me 
how she had been compelled to discount 
a claim of $60 due her by one of the 
counties in the month of August. The 
money shark actuallv bought this claim 
by paying $48 in cash for it. The ac- 
count will be paid in December when 
the taxes come in. The heartless’ money 
lender has, therefore, wrung $12 of blood 
money from a defenseless woman. ‘Any 
member of the legislature who will take 
the tim > to calculate the rate of interest 
that’ sne paid will see that she has 
paid © per cent per anmim to get a 
little money to live on. This is simply a 
damnable sin and an unblushing shame. 

* *s 


“Is it any wonder that our best teach- 
ers are all the while drifting out of the 
country into the towns and cities in 
order that thev may secure nine months’ 
service and nine months’ prompt pay? 

Local Tax Recommended. 

“And now what do we need to meet 
the demands of the situation? This ques- 
tion can be answered with one word— 
Money. To secure a long term school, 
a capable teacher, a good school house 
and a course of study, graded and en- 
riched with the things necessary to de- 
velop child life, we must have more 
money. 

“The question is, How shall we get it? 
Instead of a million and a half dollars 
for commog schools we need at least 
three millions today. There is only one 
way to raise the money we need, and 
that is by a tax levy. Under the con- 
stitution the legislature can make this 
tax levy a state levy or a countv 
levy. I have -nointed out over and ove 
again in my reports that those states 
in the. union that have the most suc- 
cessful schools raise at least two-thirds 
of their income by a local or county tax. 
Those counties and cities in this state 
that have complete- school systems 
raise by local tax ‘at least two- 
thirds of the money, as is done else- 
where. For instance, Bibb county spends 
for her schools this year $80,000. She re- 
ceives $25,000 from the state and raises 
$55,000 by local tax. Bibb county has a 
nine months’ school absolutely free for 
every child in the county. The country 
schools have ‘every advantage that the 
city schools enjoy. I have also pointed 
out this significant fact that the county 
tax for schools has resulted in the coun- 
ty lands being increased in value over 

per cent in the last twenty-five years, 
by reason of the schools, whereds the 
lands in an adjoining county ,.will not 
sell for as much today as they would 
have brought twenty-five years ago. The 
increase in the value of farm property 
in Bibb county the present year is over 
$300,000. Can the members of the legisla- 
ture find a way of escape from a fact 
like this? If a local tax for schools that 
gives the people a nine months’ school 
free to all the children in the county 
has increased the property value 300 per 
cent in Bibb county, can anybody show 
why a local tax in every other county 
devoted to schools will not also enhance 
values in these counties? 

This Is Our Only Way of Relief. 

“The statement of this fact is a simple 
piece of history that has been repeated 
over and over again wherever it has been 
tried. A -local tax arouses local interest, 
awakens local enthusiasm and develops 
local aspiration and local inspiration. If 
the present legislature will only have 
the courage and the patriotism to rise 
to the demands of the present situation, 
they will say to every county in the state 
next year, you must raise at least half 
as much money by local tax as the state 
provides for your children. Privilege 
also ghould be granted to raise as much 
as they see proper to raise. If this meas- 
ure requires a change in the constitution, 
then the legislature should immediately 
take such steps as are necessary to 
change the constitution. As I see it, 
the local tax is the only remedy for the 
situation. It is the remedy that» has 
been applied in every state of the 
wWeom. 6 6 

“The present constitution of the state 
requires that before any tax levy can 
be fixed in the counties, two successive 
grand juries shall recommend such levy 
and that two-thirds of the qualified 
voters shall then ratify the action of the 
grand jury before the levy can be laid. 

As to the Constitution. 

‘Under this provision of the consti- 
tution the legislature has enacted stat- 
utes for the local tax. It is well-nigh 


|dmpossible to secure the consent of two 


He Declares That More Money 
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URGES A LOCAL TAX 
TO SUPPORT SCHOOLS 
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successive 
eqhally difficult 
the importance of going to the polis after 
tas grand juries have recommended fhe 
ax. 
had intended to devise a scheme to bar 
the levy of a local tax, they could not 


after, county ineffectual efforts have been 
made to fit conditions that have passed 
away. 
the legislature cannot find a way to over- 
come this provision in the constitution, 
the general assembly should authorize a 
change in the constitution by which the 
people can arrive more directly at a solu- 
tion of the question. 
districts would like to vote directly for 


the-county tax. 
vision of law by which two-thirds of the 
qualified voters 
should be allowed to levy a local tax 
when they so desire. 


lature to take up this 
ply to it the statesmanship and patriot- 


ing question of your next session. 
is no other question which the legisla- 


of such tremendous moment to the rural 
districts of Georgia. 
of this matter there is no room for the 
ay of the trifler or the masquerade of 
© 
child, and the case of the child is too ur- 
gent to pander to the heartless pleas of 
selfish greed or to dally with the tem- | 
porizing makeshifts and sinister devices 
of time-serving policies. 
our mountain 
plains cannot come here to lift its white | » 
hand and fix it pleading eyes upon ine 
general assembly 
escape. 
depressing atmosphere of its restricted 
intellectual environment will docm it for- 
ever to a peasant pauperism, unless we 
can lead its faltering feet to the crest of 
the plain where 
view of life. 


the skilled schoolmaster can make these 
mountain children and these children of 
the pine forests of more 
state than all the gold in the hills and 
all the pines of the plains.’ 


The difference between the recommenda- 
tions of Governor Candler in his message 
of 1900 and those of Commissioner Glenn, 
are that the 
school fund to remain as it ig, and urges 
that local taxation to begin with amount 
to 50 per cent of the state tax. 


ernor Candler concluded as follows: 


be so amended as to fix the state school 
fund at $1,000,000 per annum, to be dis- 


portioned to no county shall be available. 
until that county 


its own borders an amount not less than 
fund. 


hawe, which would be increased by the 
counties from year to year as the people 


“In dismissing this subject I desire to 
call the attention of the general assembly 


with me on the subject of local taxation 


manently beneficial effects and were gat- 


stipation, 
buy other laxatives, 
time, but finally injure the system. 

=e genuine, made by the California Fig 
yrup 


ce 
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grand juries, and it has been | 
to frouse the people to 


If the framers of the constitution 


ave planned a scheme that would block 
local tax more successfully. In county 


If, as above indicated, however, 


Many of our school 


district tax where they cannot secure 
There should be a pro- 


of any school district 


The Most Important Question. 


‘“‘With all my soul I appeal to the legis- 
uestion and ap- 


A Word 
To 
College 
Boys. 


' You are now preparing your 
wardrobe for the coming season. 
We are in close touch with the 
College Boys’ needs. Our 1901- 
’02 fall and winter stock of cloth- 
ing, hats and men’s fixings 
generally combine all the dash, 
style and wearing qualities that 
you expect. See them now. 


Ready-made 
---OR--- 


Made -to-measure 


HIRSCH BROS., 


44 WHITEHALL. 


m that it demands. Make it the burn- 


There 
ire will be called on to consider that is 


ln the consideration 


demagogue. It is the case of the 


The child of 


districts and our pine 


to beg for a way of 
The narrow limitations and the 


u 
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it may have a larger 


‘The well-equipped school house and 


value to the 


The Governor’s Last Message. ” 


latter wants the gencral | g 


In his message on the subject, Gov- 


“I therefore recommend that the law 


ibuted gamong the counties as now pro- 
ded by law, but that the amount ap- 


shall have raised by 
xation upon the taxable property within 


per cent of its share of the state schwol 
This would raise for the first year 
school fund about as large as we now 


alize the advantages of the system. 


the exhaustive report of the state 


hool commissioner, who fully agrees 
aid in the support of schools.’ 


In Olden Times 
eople overlooked the importance of per- 


fied with transient action; but now that 
is generally known that Syrup of Figs 
ill permanently overcome habitual cone 
well-informed people will not 
which act ~~ a 
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HER INJURIES WERE FATAL. 


Hattie Mays Dies at Grady Hospital 


Lee had it. 
David T. Howard to have charge of the 
body and he so told Lee. 
not turned over to Howard, 
Lee’s, so Mays stated, claiming that he 
did not have the authority to move the 
woman. 


ee 


Yesterday Morning As a 
Result of Accident. 
Hattie Mays, the negro woman who was 


struck by a railroad train at the Earle 
street crossing Saturday night, died from 


er injuries at the Grady hospital yes- 


terday morning. 4 


After the woman's death two rival negro 
ndertakers had a dispute over the pos- 


‘session of the body, and the police were 


ppealed to. 
The woman was riding in a wagon at 


the Earle street crossing Saturday night 
when a Southern railroad tr@in 
the wagon and threw her out. 
’ tained a fracture of the collar bone and 


struck 
She sus- 


wound on her head that resulted in 


concussion of the brain. 


Yesterday afternoon the woman's hus- 


band, R. M. Mays, went to the hospital 


fter the body and was informed that 
The man wanted Undertaker 


The body was 
the man at 


Yesterday evening about 6 o'clock Mays 


went to the police barracks and asked the 
police to help him get. possession of his 
w 

see the hospital people and resyest them 
to order Lee to give the body up. 


ife's dead body. The police told him to 


MRS. VITTUR IMPROVING. 


Was Operated On for Appendicitis. 


Friends Can See Her 
After Today. 
Mrs. Charles Vittur, who was operated 


on for appendicitis last Tuesday by Dr. 
William ‘Perrin Nicojson, 


proving. 
seph’'s 
was performed. 


is rapidly im- 


Mrs. Vittur is at the St. Jo- 
infirmary, where tq operation 


It is announced that her friends will 


be permitted to see her after today. Since 
the operation no one 
to see her, outside of the physician and 
nurses, except her hysband. 
of her improvement will be received with 
Co. gratification. 


has been allowed 
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ATLANTA, GA. 


A Most Dependable Line 
of Boys’ School Outfittings 


- $chool 


Shoes. - 


We have the largest stock of Boys’ shoes in thecity. This 
may not be generally known, but a visit to our shoe de- 


partment will convince you. 


Boys’ Box Calf—Wear Resisters—sizes 
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Boys’ Vici Kid and Box Calf, sizes 


00 
1.75 


eereeeeoee8 6008008866 oe 6 eeeees 


Boys’ Regular Calf, heavy sole, 
12 to 2.... 
Boys’ Regular Calf, heavy sole, 
24 tO BOF ......00. ie 
Boys’ ‘‘Hess Shoes,’’ Vici Kid, 


@eeeen eeeeeoeee*e i. eee 


2) ee ms eal 


Boys’ ‘‘Hess Shoes,’’ Box Calf, 
5 Se re bie 
Boys’ ‘‘Hess Shoes,’’ best quali 


Boys’ ‘‘Hess Shoes, water proof Cordovan, 


. 2 Speer 


ty Box 


31zes 


sizes 


00 
2.00 
2.50 
3.00 


3.00 


ot. | 
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Every pair guaranteed, quality unexcelled, no better shoes made. 


Boys’ 


Suits. 


We haye a few left of those we sold at half price, Bring 


your boy in today—if we can fit 


him, you’ll be from $2.00 to 


$3.00 better off. We havea line of medium weight suits 
that are good until Christmas that we offer at one-third off. 

Our regular Fall Stock is coming in and we have 4 com- 
plete assortment for those that wish to make selection. 


Shirt Waists. 


Mothers’ Friend Waists 29¢, 39c, 59c and 79. 


Waists that regularly sell 50c t 
Russian Blouse Waists 3c, 
A large lot of 50c Caps, 
boys, they go at 35c. 


The* 
» $1.00. 

59e, 79e. 

for the benefit of the school 


Extra Well Made Stockings. 


The kind we’ve been selling for five years; especially 
mae for us and guaranteed. These are bought in large lots 


and retailed at 2 pairsfor 25c. 
Better ones at 25c. 


They are ‘‘crackerjacks.’’ 


Special lot of Windsor Ties too Jow to mention price. 


Nice line of 1.00 Hats, a 


Special lot, they’ll go today 
OG 


EISEMAN BROS, 


Cor. Pryor and 


Alabama Sts. 
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THE SOCIAL WORLD. 


: ATHENS, GA. 

_ Mrs. J. W. Butler and Mrs. W. Wood- 
ruff have returned from a visit to South 
Carolina. 

*Mrs. W. H.. Wilkinson, of Abbeville, 
Ga., is visiting Mrs. Handrup, of this 
a. RR 

‘Miss Lou Barnes has returned to Union 
Point after visiting friends in this city. 
‘+ Miss Bessie Barnes, of Union Point, is 
the guest of Miss Clara Barwick, of this 
city. 

‘Mrs. R. D. Moore will leave soon for 
Schenectady, N. Y., where she will live 
with her son, Mr. Roy Moore. 

.-Mr. and Mrs. Lamar Lyndon, of New 
York, are visiting their parents, Dr. and 
Mrs. E. 8. Lyndon. 

»Miss Ruby Clifton has returned from 
@ visit to North Carolina. 

‘Miss E. J. Watt has returned from Rox- 
bury, Mass., where she has spent the 
summer. . 

Miss Rosa Woodberry arrived yesterday 
from Elberton to resume her position as 
teacher at Lucy Cobb institute. 
. Dr. and Mrs. W. L. C. Hunnicutt, of 
Columbus, Miss., are visiting Dr. and 
Mrs. J. A: Hunnicutt on Milledge avenue. 
. Mrs. C. D. Richardson, of Crawford, is 
the guest of her father, Captain J. P. 
Wilson on Barker street. 

Miss Agnes Goss has returned home 


from a visit to friends in a number of. 


cities in Georgia during the summer. 

Miss Julian Sanford, of Danville, Ky., 
is the guest of Miss May Walden. 

Miss Kate Rucker has returned to her 
home in Atlanta after a visit to Miss Car- 
olyn Cobb. 

Mr. and Mrs. F. W. Bondurant, of 
Winder, spent several days last week 
with relatives in Athens. 

Mr. and Mrs. Alton Hajos have returned 
from a visit to Buffalo and New York. 
‘Mrs. W. B. Burnett is at Tate Spring 
with her husband, Captain W. B. Bur- 
nett, who is quite ill there. 

Mrs. L. H. Shackelford, of Hawkins- 
ville, is visiting her aunt, Mrs. F. T. 
Crane, of this city. 

Misses Mattie and Belva Shepard have 
returned to their home in Atlanta. 

Miss Bessie Williams has returned to 
her home in Rutledge, after a yisit to 
Miss Mattie May Whitehead. 

‘Miss Sara Cobb has gone to Atlanta, 
where she will spend some time with her 
sister, Mrs. Maude Barker Cobb. 

Miss Bessie Rogers has returned from 
Harmony Grove. 

Miss Myrtle You Power has returned 
from a visit to friends in Lawrenceville. 

Miss Gertrude Burgess, of Chicago, is 
the guest of Miss Wilkins, of this city. 

Professor and Mrs. J. P. Campbell have 
returned from Winchester, Va., where 
they spent the summer. 

Colonel and Mrs. E. L. Griggs have re- 
turned from a visit to relatives in Dan- 
ville, Va. 

Mr. and Mrs. T. H. McKoy are the 
guests of Mrs. V. M. Johns. 

Misses Minnie and Nellie Dean enter- 
tained a number of their friends last 
— evening at their home in this 

y. 

Mrs. George C. Thomas entertained 
beautifully yesterday afternoon in honor 
of her guest, Mrs. Clifford McElmurray, 
of Waynesboro. 

.' Miss Laura Steele entertained yester- 
Gay afternoon at a delightful birthday 


ty. 

Miss Eva Motes hasreturned from Tal- 
lulah Falls. *% 

Mr. and Mrs. W. S. Tull are back from 
Tallulah. 

‘Mrs. Alice Adams and Miss Lula Mun- 
day have returned from Clarkesville. 

Miss Rosa Munday will visit relatives tn 
Caarleston, S. C., this week. 

‘Mrs. R. M. Jones has returned to At- 
lanta, after a visit to her sister, Mrs. 
H. J. Rowe. 


BAINBRIDGE, GA. 


The followir= young ladies leave today 
for their respective colleges: Miss Mir- 
fam Donaldson goes to Agnes Scott: 
Miss Mamie Callahan to Wesleyan; ‘Miss 
Alice Chason to Cox college; Miss Runa 
Patterson to Shorter, and Miss &Stella 
Nussbaum to Lucy Cobb. 

Miss Lula May Holder is visiting this 
week in Auburn, Ala. 

Mr. and Mrs. J. E. Reynolds, who 
have been spending the summer in north 
Georgia, returned home last week, both 
much improved in health. : 

Miss Katherine Sharpe is at home again 
after a charming summer among the 
mountains of north Georgia with friends 
and relatives. 

Miss Madge Morgan is visiting Miss 
Ellie Curry in Climax. 

The young men of the city gave a 
delightful entertainment at the Armory 
last Wednesday evening. 

Mr. and Mrs. W. H. Bennitt and 
Mrs. Pohlman have just returned from 
a visit to Savannah and Tybee. 

Mrs. W. M. Howard and children, who 
have been spending several months in 
Columbus,, are at home again. 

Miss Laura Bivings entertained very 
delightfully last Fridav evening in honor 
of the Bowling Club. 

Messrs. Erle Donalson, Roland and 
Jack ~ower, Oliver Fleming and Ralph 
Graves leave today for the University of 
Georgia, where they will reenter. school. 

Miss Daisy Griffith left last Tuesday 
for a stay of some length in middle Geor- 
gia and South Carolina. 


BRUNSWICK, GA. 

Mrs. Victoria Jeffers left a few days 
ago for Waycross, where she was called 
by a telegram announcing the illness of 
her daughter, Mrs. W. J. Hodgson. 

Mr. and Mrs. J. A. McDuffie have re- 
turned from a pleasant visit to Savannah. 

Mrs. G. W. Coates and Miss Rosa 
Coates left a few days ago to visit the 
Pan-American exposition. 

Colonel W. E. Kay has returned from 
a few weeks’ visit north. 

Mr. and Mrs. T. W. Causey have re- 
turned from a visit to the mountains of 
North Cafolina. 

Mr. Gus Hoffman is visiting relatives 
in Atlanta. 

Mrs. S. Marks and Miss Flora Marks 
have returned from a visit to relatives in 
Atlanta. 

Mrs. Kate Holtzendorf has returned 
from a visit to friends in Florida. 

Miss Lizzie Froneberger has returned 
to her home in Charleston after a pleas- 
ant visit to the family of Mr. G. W. 
Cline. 

Miss Lucile Carter, Of Macon, is the 
guest of Mrs. Hattie Latimer, 

Miss Mamie Bucksbaum, of Tampa, 
has returned home after 4 Dieagant visit 
to the Misses Borchardt. 

‘Mr. and Mrs. L. Rosenbaum, of Pine 
Bluff, Ark., have returned home after 
a visit to relatives here 


CARROLLTON, GA. 
Announcement is made here of the ap. 
proaching celebration in the early part 
of October of the wedding of Mr. John T, 
Hearn, the retiring editor of The Carroll 
Free Press, to Miss Ella McDaniel, of 
Victory, Ga. Miss McDaniel} is sister of 
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Dr. J. L. McDaniel, Atlanta, cousin of 
Congressman Adamson here, and of ex- 
Governor McDaniel, of Monroe. Besides 
the characteristics of culture and refine- 
ment she possesses great business ability 
and was closely connected in the manage- 
ment during the life of her father, G. A. 
McDaniel, lately. deceased, of Victory, 
and in the control of his vast estate of 
lands and other enterprises. She has been 
in sole charge of the estate since his 
death as executrix and has exhibited 
wonderful business discretion. Mr. Hearn 
is well known over the state as an active 
journalist and an honorable and respected 
citizen. 

_ Mrs. L. C. Mandeville entertained sev- 
eral young people at her beautiful home 
on Maple street in honor of her niece, 
Miss Clara Meadows, on last Tuesday 
evening. It was a pleasant affair. A de- 
licious lunch was served on the lawn, con- 
sisting of cream, cake, sherbert, etc. 

Mrs. Walsh and children, of Atlanta, 
who spent the past week here as the 
guests of Mrs. E. W. Wells, have re- 
turned to their home. 

Mr. and Mrs, Hugh Merrell, of Augusta, 
spent the past week in the city visiting 
relatives and friends. 

Miss Laura Coleman left the past week 
to resume her second year’s study at Mil- 
ledgeville. Miss Virgie Tumlin, of Dixie 
Street, left Thursday to enter business 
college in Atlanta. f 

An entertainment was given at the home 
of Mr. and Mrs. Robert Fitts, on Col- 
lege street, Friday afternoon in the inter- 
est of the Willing Workers. Refresh- 
ments and amusements were enjoyed. It 
was a success. 


CARTERSVILLE, GA. 

Friday night Miss Ella Neel enter- 
tained at her home on South avenue in 
honor of Miss Allie Glover and Miss Lu- 
cile McGhee, two popular young ladies 
of Rome, and the occasion was one of 
the most enjoyable of the season. 

Thursday night Mrs. D. B. Freeman 
gave a reception in honor of her guests, 
Misses Emily Callaway and Ethel Dallis, 
of LaGrange. Music, games, conversa- 
tion and dainty refreshments made up 
the details of the evening’s programme. 
The songs of the local quartette and the 
selections by Misses Akin and Dallis on 
piano and violin ‘were much enjoyed by 
all present. 

Mrs. Alf Truitt and her nieces, Misses 
Hattie and Louise Price, leave in a few 
days on a trip to Buffalo and other north- 
ern points. 

Miss Ethel Dallis, of LaGrange, will 
be thé guest of Mrs. D. B. Freeman for 
a month. Miss Dallis, besides being a 
most charming young woman, is an ac- 
complished musician. She has made 
many friends since her arrival in Car- 
tersville. 

Misses Allie Glover and Lucile Mc- 
Ghee, of Rome, will be the guests of 
friends in the city for a short while. 

Mrs. Richard Solomon, of Sheffield, 
Ala., is the guest of her aunt, Mrs. D. B. 
Freeman. 

Mrs. Thena Packard and. daughter, 
Mrs. Carrie Fitz, of Atlanta, are the 
guests of Mrs. A. W. Fite. 

Miss Bessie Turnbull and Mrs. W. H. 
Yarbrough, of Monticello, Fla., are. visit- 
ing Mrs. G. A. Yarbrough. 

Miss Carrie Williams has returned to 
the city after a week spent with Dr. and 
Mrs. J. D. Spalding, in Atlanta. 


CONYERS, GA. 

After spending several days with rela- 
tives at Spartanburg, 8. C., Mrs. Nellie 
G. Summers returned home Tuesday. 

Mrs. Bishop Candler was the guest of 
Mrs. H. Y. McCord last week. 

Mrs. M. L. Troutman is visiting rela- 
tives in Rome. 

Miss Fannie Jones, of Atlanta, is the 
guest of Mrs. R. D. Hewilitt. 

Miss Berta Anderson, of Covington, is 
the guest of Miss Sadie Tucker. 

Mr. Robert O. Gailey, after spending 
two weeks in New York, Baltimore and 
Buffalo, returned home Satumiay. 

Major and Mrs R. J. Guinn, cf Col- 
lege Park, are visiting relatives in Con- 
yers. 

Mrs. Ida Sprecker, of Washington city, 
is visiting her brother, Mr. W. K. 
Downs. 

Mrs. H. J. Copeland, of McDonough, 1s 
the guest of relatives here. 


CANTON, GA. 

Ww. LL. McPheeters, of Atlanta, spent 
several days of last week with his many 
friends. 

Mrs. Boaz and Miss Boaz, of Calhoun, 
are the guests of the Misses Hogan. 

Miss Mable Perry entertained the 
young people of town at her home, Uni- 
vetter. 

Misses Alice and Daisy Richards re- 
turned to their home in Atlanta, after € 
pleasant visit to their many friends. 

Claude Cantrell, of Greenesboro, spent 
the latter part of the week with Clarence 
Perry. 

Canton will lose eight popular young 
ladies this week by their going to the 
different colleges in the state. Miss 
Polly Webb will go to Agnes Scott insti- 
tute. at Decatur.~ Miss Ella Galt will go 
to Shorter, at Rome. Miss May Jones 
goes to College Park. Miss Annie Lau- 
rie Vaughn, to Monroe. Misses Lute 
Putnam, May Bess. Scott and Ethel 
Jones, to Gainesville, and Miss Miriam 
Vaughn, to LaGrange. 

Misses Hogan entertained in honor of 
their guests Friday evening. 


CARNESVILLE, GA. 


Misses Ida and Anna Cox delighted their 
friends recently with a lawn party at 
their home on Hull avenue. The beauti- 
ful lawn and grove was a scene of love- 
liness with comfortable chairs and bril- 
liant Japanese lanterns. 

Miss Belle Brantly left last week for 
Lake Park. where she goes to take 
charge of the music department of the 
school at that place. 

Miss Lillian Manley has returned to 
Carnesville after a pleasant visit to 
friends in Hartwell, 

Miss Marrie Perteet, who has been here 
for the past week with her cousins, the 
Misses Manley, has returned to her home 
near Washigton, Ga. 


COVINGTON, GA. 

Mrs. R. P. Jester, Jr., entertained de- 
lightfully Tuesday evening complimentary 
to Miss Annie Mitchell, of Prattsville, 
Ala. One of the most enjovable features 
of the evening was 4 shadow pontomime, 
in which a number of shadows were pic- 
tured on a sheet, and the guests were 
to guess the person represented by the 
shadow. This ‘afforded much amusement 
as many of the shadows were very ridic- 
ulous. In a game of famiiar quotations 
Miss Adele Turner won the ladies prize 
and Mr. J. G. Lester the gentleman’s 
prize. Quite an enjoyable evening was 
experienced by all present. Miss Lester 
was assisted in receiving by Miss Annie 
Mitchell, Misses Sarah Turner and Mrs. J. 
G. Lester. Among those present were Mr. 
and Mrs. P. W. Godfrey, Mrs. W. G. 
Turner, Miss Annie Mitchell, of Pratts- 
ville, Ala.; Miss Sara Turner, Miss Adele 
Turner, of Atianta; Miss Ethel Farmer, 
Miss Mabelle Higgins, Miss Sara Simms, 
Miss Flora Carr, Miss Susie Griffin, Miss 
Camille Perry, Miss Olive Swann, Messrs. 
M. G. Turner, Charles Dowman, Hendree 
Means Charles G. Smith, C. 8. Thomp- 
son, Neill .Corley, Benjamin Simms, Jack 
Carr, Boyce Jarman, J. E. James. 

Mrs. Emmett Womack, of Milledgeville, 
has returned home after a visit to Mrs. 
L. O. Wright on Church street. 

Mrs, J. A. Timmerman and Miss Louise 
Timmerman, of Norwood, spent last week 
with Mrs. A. N. Hays. 

Miss Lucy Callaway, who has received 
much attention while in Covington, re- 
poh to her home in Lexington Tues- 

Mrs. W. G. Turner and Migs Sara Tur- 
ner returned to Atlanta Thursday after 
a visit to friends here. 


a—_, -_. 


| Tampa, Fla., after a visit to Mrs. John 
A. Porter. / 

Miss Charlie Porter is visiting friends 
in Atlanta. 

Miss Sara Turner entertained a num- 
ber of friends Monday evening with a de- 
lightful picnic and hay ride. Miss Tur- 
ner’s guests were Misses Annie Mitchell, 


, Ethel Farmer, Camille Perry, Kate 

tler, Mrs. W. C. Clark and Mrs. W. G. 
Turner, Messrs Ernest Bigham of Mad- 
ison, Charles Dowman, Hendree Means of 
Oxford, Clifford Henderson, Neill Corley, 
A. B. Simms Dr, W. D. Travis. 

Mr. and Mrs. Roger W. Davis, of At- 
lanta, are spending the week with Mr. and 
Mrs. John B. Davis. 

Mrs, N. 8. Turner and Miss Jule Trippe 
leave Monday for Saluda, N. C., where 
they will spend several weks. 

Mrs. P. W. Godfrey and Miss Frances 
Godfrey have returned from Madison, Ga. 

Miss Pearle Belcher entertained the W0- 
man’s Club in a charming manner 
Wednesday evening. 

Misses Bessie and Mildred Kelly have 
returned from Tallulah Falls, after a stay 
of several weeks. 


COLLEGE PARK, GA. 

Miss Cecil Cantrel, who has been spend- 
ing the summer in Columbus, Ga., is home 
again. 

Mrs. W. Woods White and children are 
at Warm Springs. 

Miss Nellie Forbes is at the National 
Surgical institute. She is suffering from 
a sprained ankle. 

Miss Mary Crenshaw returned 
Asheville Friday. 

Misses Doty and Marshall have returned 
from Ohio. 

Captain John Davis and his daughter, 
Mrs. Jones, Who have been the guests of 
Mr. and Mrs. Will Willingham, have 
returned to their home in Albany. 

The reception given by the Georgia 
Military academy Thursday evening was 
much enjoyed. Addresses by the Hon. 
John Temple Graves and other eminent 
speakers added much to the occasion. 

Miss Ruth Vannerson returned to her 
home in Augusta Friday. She will short- 
ly leave for Converse, having won the 
scholarship from the Tubman High school 
of Augusta. 

Mrs. Morris, of Newnan, is the guest of 
her sister, Mrs. J. C._.McCrory. 


DAWSON, GA. 

Mr. and Mrs. J. W. Wooten and daugh- 
ter, Miss Lizzie May, have returned from 
a several weeks’ visit to the Pan-Amer- 
ican exposition and other points of in- 
terest in the north. 

Misses Mamie Langston and Ruby Col- 
lier are the guests of Mrs. W. L. Dozier 
at her country residence. 

Mrs. E. B. Andrews and her daughter, 
Mrs. W. W. Stanton, returned Sunday 
from a visit to Columbus. They were 
accompanied by Mrs. R. B. Ware, who 
will be the guest of Mrs. Andrews. 

Mrs. M. M. Anthony, of Macon, came 
down last week to be present at the 
marriage of her niece, Miss Mary Lou 
Hoy], and is spending a few days with 
her sister, Mrs. Hoyl. 

Miss Maude Bell, after spending sev- 
eral days with relatives in the city, 
left Friday for Fort Gaines, where she 
is a popular teacher in the public schools. 

Mrs. A. J. Carver and children, Miss 
Comer and Master’ Rogers, returned 
Saturday from Warm _ Springs, where 
they spent several weeks. 

Miss Corinne Yarbrough, after a pleas- 
ant visit to Mrs. E. T. Jordan, left Fri- 
day for Montezuma, where she will teach 
the ensuing term. 

Misses Ada Martin and Nola Roberts, 
of Arlington, and Miss Saxon, of Bethel, 
are the guests of Misses Jessie and Min- 
nie Lou Martin. 


EUFAULA, ALA. 

Decidedly the most interesting and bril- 

liant social event of the season was wit- 
nessed at the armory of the Eufaula 
Rifles here Thursday evening in a grand 
military ball given by the company in 
honor of Colonel E. H. Graves, of this 
city. Colonel Graves until recently was 
a major of the Second Alabama regiment, 
A. N. G., when he aspired to higher 
honors and was elected to the colonelcy. 
The occasion last night was a fitting 
compliment of his victory, and society 
turned out en masse to do him honor. 
The armory ‘was tastefully draped in 
the company’s colors and fully half a 
hundred couples of the city’s beauty and 
chivalry moved in the mazes of “ 


athe, Turner, Sara Simms, Mabelle Hig- 


from 


dance. A superb orchestra furnished e§- 
cellent music, and a course of deliciogs 


refreshments was a feature which wag 
festivities © 


also greatly enjoyed. The 
were kept up until quite a late hour. 

A pleasant party of young people en- 
joyed a moonlight outing at the pump 
station park in the suburbs one evening 
during the week. Refreshments were 
enjoyed and the hours were passed in 
social chats and promenades about the 
lawn and among the cosy corners. 

Mr. S. A. Bullock and bride were among 
the interesting visitors here this week. 
Mrs. Bullock (nee Miss Amma McRae) 
always reigned as queen in social circles 
here, and she is receiving a cordial wel- 
come from the hosts of warm friends of 
her former home. 

Miss Mary Lizzie Folsom and Mr. 
‘Enoch Kennedy, of this city, were mar- 
ried here on Sunday evening last. The 
wedding was a quiet one, Rev. W. B. 
Parrent pronouncing the ceremony in the 
presence of a few relatives and friends. 
The parties to the contract are popular 
young people who have hosts of warm 
friends in this city and section. 


ELBERTON GA. 


Miss Mamie Wickliff, of the Normal and 
Industrial school, Rockhill, S. C., is spend- 
ing this week in Elberton the guest of 
friend. She is very popular in El- 
berton, and a most cultured and refined 
woman. | 

The young people enjoyed quite an ele- 
gant entertainment last evening. 

Mrs. E. W. Roberts has returned from 
a pleasant visit to Atlanta. 

Miss Essie DuBose, of Lincoln, is the 
guest of Miss Parlina Bell. 

Miss Norma Strickland, after a visit to 
Miss ‘Dorothy Shannon, has returned to 
Athens. 

Miss Helen Powell. of Monroe, is a val- 
ued acquisition to the faculty of the pub- 
lic schools. 

Miss Margerette Underwood has re- 
turned from a delightful Atlanta visit. 

Miss Jessie Cleveland gave a very ele- 
gant reception at her home near Buckers- 
ville recently. ‘ 

Justice A. J. Cobb and children were 
guests in the city this week. 

Mr. and Mrs. J. H. Turnell have ar- 
rived. from Madison and will make El- 
berton théir home. As Miss Vesta Fort- 
son, Mrs. Turnell was one of the city’s 
favorite daughters. 

Miss May Wilhite has returned from 


Carlton. 


MONROE, GA. 

Miss Annie Connerat, of Savannah, is 
the guest of Mrs. L. B. Sanders. 

Miss Myrtle Mobley was the graceful 
hostess at a conversation party Tuesday 
evening in honor of her guests, Misses 
Ruby Cook and Emma Robinson, of So- 
cial Circle. 

Miss Pauline Nowell was hostess at the 
Young Ladies’ Club Thursday afternoon. 
Miss Edna Avery, of Atlanta, and Miss 
Lillian Williams, of Macon, were guests 
of honor. 

Miss Kate Turner entertained informal- 
ly Tuesday evening in honor of Miss Edna 
Avery, of Atlanta. 

Misses Minna Strother, of Columbus; 
Nellie Belle Shropshire, of Atlanta; Eliza- 
beth Harold, of Americus, and Dorothy 
Shannon, of Elberton, will visit Miss An- 
nette Walker this week. 

The Irving Club was charmingly enter- 
tained by Mrs. George W. Felker last 
Wednesday afternoon. After the literary 
programme a most interesting game, 
‘hidden book titles,” tested the skill of 
the ladies present. Mrs. E. § Tichenor 
was the successful contestant and was 
awarded the prize. The delicious lunch 
was served in courses, and at the close 
each guest was given a souvenir box of 


Miss Marion McKay has returned to 


. & 


pink and white bon bons. Besides the 
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| etub members, there were present the fol- 
lowing visitors: Mrs. W. N. Sheats, of 
Tallahassee, Fla.; Mrs. T. J. Avery, of At- 
lanta, and Mrs. J. G. Lawrence, of Mon- 
roe, . 


GREE RO, GA. 
Miss May Belle ng gave a water- 
melon cutting last y evening com- 


plimentary to the visiting young. ladies. 

Miss Belle Miller and her nieces, Misses 
Belle and Mary Willie Armor, leave Mon- 
day for Red Spring N., Cc. 

Misses Annie May Adams and Janie 
Collier have returned to their humes in 
Putnam. 

Mrs, R. l.. Caldwell has returned f:om 
Madison, where she has been visiting her 
mothers, Mrs. Hayes, 

Mrs. W. M. Weaver has returned from 
an extended visit to Waynesboro, Tal- 
lulah and Anniston, Ala. 

Miss Allie King, after spending a month 
most delightfully with her uncle in Ma- 
con, has returned home. 

Misses Belle Pearson, of Anniston, Ala., 
and Loilie Berrien, of Waynesboro, are 
the guests of Misses Mary and Mugegie 
Weaver. 

Mrs. G. A. Hall is visiting her mother, 
Mrs. Henley, at Decatur, this week. 

Mrs. W, T. Wheless, of Augusta, is vis- 
- ag her sister, Mrs, James L. Brown, 

,. 


GRIFFIN, GA. 

A quiet but beautiful home wedding 
eccurred on Tuesday morning at the res- 
idence of the bride’s parents, Dr. and Mrs, 
T. J. Collier, when Miss Susie Collier 
and Mr. Mack Crawford, of Lavonia, were 
made man and wife, Rev. Bryan W. Col- 
lier, brother of the bride, performing the 
ceremony impressively in the presence 
of relatives and intimate friends of the 
contracting parties. The bride wore a 
handsome traveling gown of blue etamine 
with hat to match. Immediately after 
the ceremony Mr. and Mrs. Crawford left 
for Lavonia, where thev will reside. Mrs. 
Crawford has been one of Griffin's bright- 
est and most talented young women and 
her host of friends will regret losing her. 
Mr. Crawford is a prominent and. suc- 
cessful business man of Lavonia, where 
he is very popular. 

Mr. and Mrs. W. B. Reeves were among 
the visitors from Griffin to Atlanta the 
past week. 

Miss Lillian Patterson has return 
from Atlanta, where she spent some 
time very pleasantly. 

Miss Rosa Thompson has returned from 
a pleasant visit to friends at William- 
son. 

Mrs. Cozby Sawtell visited friends tn 
Atianta last week. 

Miss Daisy Smith, of Indian Spring, 
was here last week in attendance at the 
Collier-Crawford wedding. 

Mrs. Ellen Perdue and/Mr. and Mrs. 
Charles Perdue, of Barnesville. attended 
the marriage of Miss Susle Collier and 
Mr. Mack Crawford last Tuesday. 

Mrs. O. J. Howard left on Wednesday 
for Indian Spring, to be gone about ten 
days or two weeks. 

A pleasant meeting of the Social Cir- 
cle was h2ld with Mrs. Thomas Patterson 
on Wednesday afternoon at her home on 
South Hill street. The usual routine 
business was transacted, after which a 
delicious salad course was served. About 
thirty guests were present. Punch was 
served. throughout the afternoon. 

Misses Pearl and Ruby Stevens gave 
an enjoyable tally-ho ride Thursday even- 
ing to about ten couples. After a de- 
lightful ride over the city, delicious re- 
freshments were enjoyed at the home of 
Mr. and Mrs. Lee C. Manley. 

At the meeting of the Daughters of 
the Confederacy on Friday afternoon ar- 
rangements were discussed for an enter- 


the benefit of that organization. 

Mrs. W. B. Seals, of Atlanta, after a 
pleasant visit to Mrs. W. J. Kincaid, has 
returned home. 

Mrs. J. H. Phillips and Mrs. Hall. of 
Milner, spent several days last week 
with Mrs. M. E. Wllson. 

Miss Marvy Redding, of Macon, who has 
been spending several weeks in Gaines- 
ville, arrived on Saturday and will be the 
_ of Mrs. R. J.. Redding for several 

ays. pa 

Miss Effie Bell, who has been spend- 
ing some time at Concord, returned home 
last week. 

Mr. and Mrs. Fleming G. Batley, of 
Fredericksburg, Va., spent the past week 
here visiting relatives and friends. 

Miss Louisa Purse, of Cartersville, is 
the guest of Miss Lillian Patterson at her 
home on Hill street. 

Mrs, C. H. Westbrooks {s spending some 
time with friends in Chattanooga. 

Miss Maude Hammond was a charming 
visitor in Atlanta the past week. 

Mr. and Mrs. Pliny Hall, who have heen 
visiting relatives here for a few days, 
have returned to their home in Jack- 
son. 

Miss Roselyn Retd is spending several 
days as the guest of friends in Atlanta. 

Mrs. Gresham, Miss Florence Gresham 
and Miss Minnie Cooper have returned 
from a pleasant visit to friends in At- 
lanta, 

After a pleasant visit to her daughter, 
Mrs. Douglas Boyd, Mrs. W. W. Bussy, 
of Birmingham, has,returned home. 


GADSDEN, ALA. 


A decided social feature of this week 


“Was @ programme dance at Hotel Printup 


Friday night, given 
charming visiting girls. 

Quite an addition to Gadsden’s soctal 
world was Miss Evelyn King, of Arkan- 
sas, who has been the guest of Misses 
Randall, on Walnut street. 

Misses Buchanan, of Memphis, 4nd Me- 
Allister, of Huntsville, are the guests of 
Mrs. J. M. House. 

Miss Annie J. Paden, who has been 
spending her vacation at home, has re- 
entered schoo] at Bardstown, Ky. 

Misses Bessie Green and Mary BelHen- 
fer leave next week for Spartanburg, 
S. C., where they enter school. 

Mr. N. F. Fordham, Jr., of New Orleans, 
was in the city this week. 

Mr. Guss Woodruff went to Anniston 
Monday. 

A delightful card party was given at 
Bellevieu Monday night in which a num- 
ber of Gadsden people participated. Prizes 
were carried off by Mrs. Lewis Minor, of 
Birmingham; Miss Wolff, of Montgomery, 
and O. P. Gant. 

Mrs. Abercrombie and _ grandchildren 
have returned from Monteagle. 

Mrs. J. B. Martin and daughter are at 
Tate Spring. 

Mrs. W. W. Ross and Miss Ware left 
Monday for~- Birmingham, their future 
home. 

C. F. Cross and daughter, Miss 
garet, have returned from Ohio. 

Dr. E. H. Cross and wife hav 
turned from a month’s stay in Ohi 
Tennessee. 

John Hewley, who is located here Ww, 
— his parents in Birmingham Mon- 

ay. 


in honor of.- the 


ar- 


re- 


HUNTSVILLE, ALA. 

Mrs. Sue West has returned from a 
visit to Pulaski, Tenn. 

Mrs. Clarence Tardy has returned to 
her home in Birmingham. 

Miss Helen Williams, of Sheffield, 
visiting Mrs. Mack Stamps. 

Mr. and Mrs. Ike Schiffman anfi Miss 
Annie Schiffman have returned from 
Waukesha, Wis. 

Mr. and Mrs’ A. 8. Fletcher and Miss 
Mamie Fletcher have returned from 
Blount Springs. 

Miss Jessie North has returned from 
Decatur. 

Judge and Mrs. Thomas C. Winds, of 
Chicago, are visiting Mr. and Mrs. E. 
D. Burwell. 

Miss Alberta Arnett has returned to 
Triana dtter visiting Miss Lottie Lewis. 

Mrs. T. C. Fitzgerald, of Birmingham, 
is visiting Mrs. J. C. Lunceford. 

Mrs. D. W. Buchanan has returned 
from a visit at Blanche, Tenn. 

Miss Susie Dumont is visiting Miss Jes- 
sie Gilchrist at Courtland. 

Miss Verdot Coleman has _ returned 
from Wooley Springs. 

Captain and Mrs. George P. Turner 
have returned from Blue Springs, Va. 


is 


The Misses Timberlake gave a tallyho 


tainment to be given at an early date for 


party Thursday evening last in compli- 
ment to the Misses Curlee, of Corinth, 
Miss. 

Mrs. C. A. Jenkins has returned from 
a visit in Mount Pleasant, Tenn. 

Mr. and Mrs. Arthur Webster, of Flor- 
ence, are visiting friends here. 

Miss Lela Mayes is visiting in Peters- 
burg, Tenn. 

Misses Lucy and Evelyn Drake, of 
Birmingham, are visiting relatives here. 

Miss Eva McDowell has returned from 
Shelbyville, Tenn. ’ 


HARTWELL, GA. 

The lovely home of Mr. and Mrs. A. J. 
McMullan was the scene of an informal 
gathering of young people on Friday 
evening, who were charmingly enter- 
tained by their daughter, Miss Susie, in 
honor of Miss Ayers. 

Mr. and Mrs. D. A. Thornton enter- 
tained in honor of their charming guest, 
Miss Lillian Manley, Monday evening. 
Ar elegant tea was served and the oc- 
casion Was a source of pleasure to the 
visitors. 

Dr. ani Mrs. C. D. Turner compli- 
mented their sister, Miss Wilson, on 
Thursday evening with a sociable that 
was a notable happening of the week. 
Delightful refreshments were served. 

Misses Lilllan Neal and Maud Roberts, 
of Carnesville, and Misses Esther Alex- 
ander and Leila Rowsey, of Atlanta, 
were the guests of Miss Annie Gaines 
the past week. 

Miss Garland Smith, of Athens, has 
arrived in the city and assumed charce 
of the young ladies’ department of the 
Hartwell institute. 


INDIAN SPRINGS, GA. 

Miss Margaret Scott, of Cordele, after 
spending two weeks here, has returned 
home. Miss Scott will spend some time 
at Atlanta the coming winter. 


Miss Effie Eider has returned home, af- 
ter a pleasant visit at Forsyth, a guest of 
Mrs. C. B. Alexander. 

Miss Pearl Clark, of Walden, Ga., has 
returned home after a pleasant stay here. 

Miss Irene Holmes, of Tennille, Ga., 
after spending several days here, has 
zone to Fort Valley, where she will be 
the guest of her sister, Mrs. J. L. Ever- 
ette. 

Miss Annie ‘Laurie Garfield has return- 
ed to Macon after a pleasant stay here of 
ten days. 

Dr. Elder returned home Saturday morn- 
ing, and accompanied by his sister, Miss 
Roslyn, will leave Wednesday for Ashe- 
ville, ,where they will remain ten days at 
the Battery Park hotel before going fur- 
ther north. 

Mrs. L. W. Collier and Miss Martha Cal- 
Her, of Atlanta, are guests of Misses 
Collier here. 


JACKSON, GA. 


Tuesday evening Miss Hattie Buttrill 
entertained a select party of friends in 
most delightful manner in honor of her 
guest, Miss Hattie Jones, of College 
Park, 

Miss Agnes Carmichael entertained in 
her usual hearty manner the past week. 
A most delicious menu was served with 
handsome appointments. 

Miss Maida Williams, teacher of mu- 
sic, and Miss Daisy Gray, school of ex- 
pression at Jackson institute, gave a pub- 
lic recital Monday evening and the 
friends and patrons of the school were 
delighted with the prospect of those de- 
partments. 

A party of young people, chaperoned 
by the staid and dignified S. M. Pope, 
enjoyed a moonlight picnic out at Me- 
Cord’s mill one evening this week. 

Miss Nora Johnson, of Atlanta, has 
accepted a position with the Jackson 
Banking Company as stenographer. 

Mrs. Mary Heflin has gone on a two 
months’ visit to Sparta, Ga. 

Mrs. J. Lee Brown visited relatives in 
Atlanta this week. 

Mrs. C. A. Butner has returend from 
an extended visit to Atlanta and Powder 
Springs. 

Miss Hattle Jones, of College Park. is 
visiting Mrs. John B. Settle and Miss 
Hattie Buttrill. 

Miss Lillian Harkness is at home from 
a visit to Miss Susie Baldwin, of Ma- 
rietta. 

Mrs. R. L. Daughtry and Miss Cliff 
have returned from a visit to Mrs. Mary 
Roe Brown, of Macon. 

J. B. Slaughter, of Snowden, Ala., ts 
visiting his brother, I. J. Slaughter. 

Lieutenant E. J. Williams, WU. S. A.., 
leaves Monday for Norfolk and Wash- 
ington. 

Mr. and Mrs. A. O. Pound, Miss Mar- 
tha Pound, Mrs. E. E. Pound and Misses 
Elia and Eloise Pound leave this week 
to visit the familles of W. C. Leverette 
and Dr. J. H. Bullard in Machen. 


MARIETTA, GA. 


Rev. and Mrs. J. H. Patton have re- 
turned from a pleasant visit to Rhea 
Springs, Tenn. 

Miss Stacy Earnest, of Atlanta, was 
in the city last week, a mémber of a 
delightful house party at the home of 
Professor and Mrs. F. lL. Frever. 

Mrs. E. R. Barmore, of Atlanta, visited 
Mrs. J. T. Alexander here last week. 

Miss Annie Bond, of Florida, ts visit- 
ing Mrs. Chester. 

Mrs. Robb, of Atlanta, visited Colonel 
and Mrs. R. T. Nesbitt last week. 

Mis@ Marion Hitt, of Atlanta. ts the 
charming guest of Miss Jennie Gibbs. 

Mrs. Charles Bane, of Augusta, is visit- 
ing friends here this week. 

Misses Hattie and Helen Whitley have 
returned to Douglassville, after a visit 
to Miss Louise Herren. 

Mrs. Saffold is the guest of her daugh- 
ter, Mrs. R. T. Nesbitt, at Farm Hill. 

Misses Oive and Elizabeth Faw have 
returned from a delightful visit to Buf- 
falo and New York. 

The many friends throughout the south 


1 of Hon. James M. Dobbs, of Marietta, will 


be interested to learn of his marriage to 
Miss Helen von Speigle, of New York, 
which occurred in that city on the 3d in- 
stant. 

Mr. Frank Freyer, of Annapolis, is 
spending his vacation with his parents 
here. 

Mrs. J. K. Munnerlyn, of New Jackson- 
ville, Fla., is the guest of Mrs. J. R. 
brumby. 

Misses Mary and Jante Jones, of At- 
lanta, visited Miss Susie Buttolph last 
week. 

Mr. and Mrs. F. lL. Freyer are entertain- 
ing a most congenial party of young peo- 
ple at their beautiful suburban home this 
week in honor of their two sons, Mr. F. 
L. Frever, Jr., of the naval academy, and 
Mr. Bertie Freyer, of this city. Those 
composing the house party are: Miss 
Carolin Nelson, Baltimore; Miss Stacey 
Earnest, Atlanta; Miss Lucy Brumby, 
Marietta: Mr. E. C. Anderson, Philadel- 
phia; Mr. F. C. Martin, Annapolis; Messrs. 
Frank and Bertie Freyer, Marietta. 

Miss Maude Greer has returned from 
New York. 

Mrs. Cliff Hatcher and children are at 
Lithia Springs. 

Mrs. Fred Morris ts visiting friends in 
Athens. 

Miss Jessie Gramling is fin Atlanta. 

Miss Maude Latimer, of Woodstock, 
is visiting friends here. 


MONTICELLO, GA. 

Mrs. Harvie Jordan and young son have 
returned from Tallulah Falls, where they 
have been spending the summer. 

Miss Mary Scott, of Eatonton, has been 
the guest of Mrs. W. A. Reid this week. 

Miss Lucile Fitzsimmons, of Birming- 
ham, Ala., is on a visit to her grand- 
mother, Mrs. W. F. Jordan. 

Mrs. Serdine has returned to her home 
in Macon, after spending the summer in 
Monticello. 

Mrs. Sam Cohen and children have re- 
turned from a three months’ visit to 
northern relatives. ~ 

Mrs. A. L. Harris is home from a visit 
to Stinson. v 

Mrs. Jeannette Glover and Miss Joyce 
Glover visited Madison friends last week. 

Mrs. Harkness and Miss Harkness, of 
Jackson, have been .on a visit to our 


town. 
Mrs. James Morgan and daughters have 
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Atlanta Gas Light Co. 
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returned to Valdosta, after a pleasant 
visit to relatives here. 


NEWNAN, GA. 


Miss Emma Jones, of Atlanta, is vis- 
iting Mrs. H. C. Fisher. 

Miss Jessie Cotter, of LaGrange, has 
been the guest of Mrs. H. C. Arnall, Jr., 
during the past week. 

Miss Lucile Atkinson has returned from 
BO a to friends and relatives at Green- 
ville. 

Miss Nudie Ingram, of Turin, is the 
guest of Miss Annie Askew. 

Miss Bessie Warner, of West Point, 
returned home Wednesday after a pleas- 
ant visit to Mrs. J. L. Brown. 

On last Saturday afternoon from 4 
until 8 o’clock Mrs. H. C. Fisher enter- 
tained charmingly in honor of her cousin, 
Miss Lelia Simms, of Washington. Mrs. 
Fisher was assisted in receiving by Miss 
Maggie Croft and Mrs. Bostrum, of At- 
lanta. The affair was elegant in every 
detail, as 1s characteristic of every enter- 
tainment given at this hopitable home. 


OPELIKA, ALA. 

On Wednesday, September 4, at 3 Pp. m. 
Mr. John C. Dorsey, Jr., of Opelika, and 
Miss Minnie Moore were happily married 
at the home of the bride’s parents in 
Birmingham. Only the intimate friends 
and relatives of the contracting parties 
were present, Mrs, Dorssy, as Miss Moore, 
has frequently visited friends in this city, 
and by her charming manners won many 
friends who welcome her to her new 
home. Mr. and Mrs. Dorsey arrived home 
on Wednesday and are at home to their 
friends atthe Cooper hotel. 

Mrs. Belle Collier, of Birmingham, is 
visiting her mother, Mrs. C. I. Heuwper, 
called home by the serious illness of her 
sister, Mrs. P. H. Hunt. 

Mrs. Howard Turner left Thursday for 
a visit to friends in Atlanta. Ga. 

Mrs. Alice Bagzgezt opened her private 
school on Monday with «4 lurg= number 
of pupils enrolled. She will soon move 
her school to the Banks building, recent- 
ly used by the Ope:ika < waded schcol. 

Mrs, W. Williams, Jr., beautifully 
entertained a few friends at progressive 
whist on Thursday night in honor of her 
charming cousin, Miss Ruby Bridgs, of 
‘Birmingham. Mrs. William; acquitted 
herself with the grav2ful honors cf a 
charming hostess and this was oneof the 
delightful occasions of her freeuent en- 
tertainings. After the game daity und 
delicious refreshments were seived to 
the following guests: Miss Georgia Ky- 
ser and Mr. Irby Meadors, Miss Kuby 
Bridges and Mr. George M Wiliams, 


PAY FOR ONE HAT 


And Get Two 


126 Straw Hats is all we have lett; 
we haven’t the room or the inclination 
to carry them over, so we are going to 
give them away. 

Each Purchaser 
ofa Fall Hat costing $2.00 
or over will get one of these 


Straw Hats Free 


€ They are worth from 50¢ to $38.00. 
You've heard about the early bird. 


Eiseman & Weil, 


NMien’s and Boys’ Outfitters 
26 Whitehall Street. 


Tuesday Matinee and Night. 
Bargain Matinee 25c 1 5 


2 NUTHING BUT 
Row of 


McFADDEN’S “Fi ats. 


EVERYTHING NEW! 
Star cast of famous singers, 
and comedians. 
Bargain matinee 25c and DW. 
to $1. 4 


ana We, 
FUN! 


dancers 


Night 25c 


WEDNESDAY AND THURSDAY SEPT. {1-12 
Matinee Thursday. 


Creators 
of the 
Laughing 
Habit. 


MURRAY & MACK 


IN THEIR BIGGEST HIT, 


“Gaoorie THe Guures!” 


Starting 
and Ending 
with a 
Big HA-HA! 


Matinee 25¢ to 75c, Night 25c to $1.00 
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Miss Ella Reed and Mr. Ben Barnes, Miss! } 


Annie Kirk Dowdell and Mr. R. P. Bald- 
win, Miss Bessie Bridges and Mr. Macey 
Buchanan. 

Mr. John F. Gav, a popular traveling 
salesman of Atlanta, spent several days 
here this week with his fumiiy. 

The Robert '"E. Lee chapter, Un’‘ted 
Daughters of the Confeceracy, met on 
Friday evening at the home of the re- 
cording secretary, Mrs. W. W. Williams. 
The programme, confederate lag day, 
was elaborate and appropriately carried 
out, and did honor to the participants. 
In the absence of the president, the vice 
president, Mrs. L. B. Whitfield, grace- 
fully presided. 

Miss Eleanor Renfro beautifully enter- 
tained at an informal dinner on Thurs- 
day, at her elegant home a number ot 
friends in honor of her guest, Miss Jen- 
nie F. Austill, of Mobile. This closed the 
number of social functions that have been 
given to this charming visitor. Miss lien- 
fro and Miss Austil] left on Saturday 
for Montgomery to be among the num- 
ber of a delightful house party at which 
Miss Lucy Ledyard wil] entertain. 

Miss Emma Lou Culver, of Auburn, 
Ala. is visiting her friend, Miss Bessie 
Harwell. 

Miss Elizabeth Buchanan entertained 
at an elegant informal dinner on Frisay. 
The dining room, in which a teautiful 
table was set for the sumptuous rcepast, 
was tastefully adorned with iandsome 
cut flowers. The room was darkened and 
brilliantly lighted that Ient a charm to 
the pretty picture of the lovely peliles 
and debutantes, of which Miss Buchan- 
an’s guests were composed. Those present 
were Misses Ruth and Bessie harwéll, 
Miss Allie Gene Driver, Clyde and Mabie 
Ponder, Eleanor Renfro, Lily and Ma- 
belle Ingram and Jennie J*. Austiil, of 
Mobile, Ala. 

Mrs. W. F. Vandiver, of Montgomery, 
Ala., is visiting her daughter, Mrs, L. B. 
Whitfield. at her home on Jefferson street. 
Mrs. Vandiver has many friends to wel- 
come her to our city. 

Mrs. Andrew Shepherd and duughter, 
Elise, returned Tuesday to chefr home in 
Columbus, Ga., after a delightful visit 
to Mrs. Rosa Williams. 

Mrs. R. G. Black, of Ocala, Fila., with 
her children, little Miss Irma and Mas- 
ter Robert, are visiting Mrs. Silas A. 
Dowvell. Mrs. Blake has been spending 
the summer in Auburn with her mother, 
Mrs. S. A. Sanders. 

Miss Fannie Kahn returned home on 
Monday from New York, where she has 
been for several months. 

Mrs. Bessie Gibson returned home 
Tuesday after a delightful summer spent 
at Indian and Tate Spring. 

Miss Lizzie Mae Owens, of Talbotton, 
Ga., and Miss Jessie Butts, of Columbus, 
Ga., spend this week with Misses Susié 
and Ella Read. 

Miss Lula Belle Matthews, of Montgom- 
ery, is visiting her cousin, Miss Maggie 
Matthews. Mr. Brit Matthews, of Mont- 
gomery, spent Sunday with these young 
ladies. 


PERRY, GA. 

Miss Nora Edwards has returned to 
her home in Perry from a visit to friends 
in Texas. 

Miss Mattie Lawson is at home from a 
visit to Indian Spring. ; 

Mrs. Monroe, who has been visiting 


Continued on Tenth Page. 


CASTORIAL 


For Infants and Child. en. 
The Kind You"Have Always Bougt 


Bears the 


Signature of 


ALL THIS WEEK. 
Matinees Wednesday and Saturday. 


UNA CLAYTON CO. 


In repertoire of latest comedies and 
dramas. ; : 
TONIGHT 
“LITTLE MISS MILITARY.” 
Change of play and specialties nightly. 


rices ide, 20c and We. 


Sale at Miller's. 
GARDE, 
— TNE WO! LEME, sour 


Anderson’s Polite Vaudeville. 
TONIGHT. 


Chas. E. Grapewin and Anna Chance; 
Stuart Barnes, Kit Koster, Swift and Hu- 
ber, Westman and Wren Hendrix and 
Prescott, Neapolitan Quintette from Na- 
ples. Italy: Martin’s Orchestra. Datiy 
matinees, 25 cents to any part of the 
house. 


a a 
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| New Star Theater 


WEEK OF SEPT. 9. 


GAY MASQUERADERS. 


NEW ACTS! NEW SONCS! 
NEW MEDLEYS, 
NEW CHORUSES. 
Matinees Daily. Prices 15-25-35-50 Cts 


NO CURE, NO PAY. 
MEN.—If you have small, weak 

organs, lost power or weakening 
drains, our Vacuum Organ Developer 

will restore you without drugs or 
electricity; Stricture and Varicocele 
permanently ci.red in 1 to 4 weeks; 
75,000 in use; not one failure; not 

one returned; effect immediate; Bo 

7 C.O.D. fraud; write for free particu- 
— gent sealed in plain envelope. 


lars, 
L APPLIANCE CO. 196 Thorp Bik., Indienepelis, tad, 
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SCHOOLS AND COLLEGES, 


SOUTHERN SHORTHAND 


ATLAVITA. GA 


£.000 Graduates, Recetves from ito 5 application- 
daily for bookkeepers and stenogravhers. Books 
keeping. S»borthand, Telegrapby taught Refers t» 
Atlanta’s business men and bankers, Write for 
ca@*talogue. Address <A. C. Briscoe, Pres, or 
lL. W. Arnold, V. Pres., Atianta, Ga, 


~ Sullivan, Crichton 
| y & Smith's 


busintily ¢ 

The Comyp!ete Business Course, ‘I otal Cost, 

“aActnal Busivess from etart to finish.” 
raduates. 


Shorthand Dep’tia 4 rerion. HWe 


ATLANTA 


College of Pharmacy. 
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pes. of CHINA PAINTING, 1 
White China for painters, Painted 
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MONDAY SEPTEMBER © 109: 


SCHOOL TERM 


BEGINS TODAY 


Thousands of Children Are 
to Be Accommodated 
Throughout City. 


-WILL BE ASSIGNED TO 


SEATS THIS MORNING 


New Pupils Were Examined Last 
Week at Schools and the Classes 
for the Fall Term Will Be 
Organized Tomorrow 

Ss Morning. 


Vacation days are over. . 

For the first time since commencement 
last June the bells of the public schools 
will this morning call together the thou- 
Sands of students that are to begin the 
work of the new term. 

During the past few months a number 
of applications for seats have been filed 
with Superintendent Slaton, and _ the 
schools this fall will open with an un- 
usually fine attendance. It is confidently 
expected by the board of education end 
the superintendent that all the new pupils 
will find accommodation. P 

Since the schools ¢glosed for the sum- 
mer- months twenty-two new rooms have 
been added to the system, and these wiil 
give accommodation to fully 1,000 pupils. 
The extra rooms are attached to the 
Schools where the greatest congestion 
was feared, and it is believed that these 
rooms and the arrangements that have 
been made to give all pupils seats 
will effectually solve the problem 
“which has confronted the board for the 
past few years. 

As is the custom, it is probable that 
little will be done today in the public 
schools except In the way of organization. 
All of the scholars will be required to be 
at the school houses at 8:30 o’clock this 
morning. Promoted pupils will go to their 
new rooms and will be assigned to seats. 

After this work has been accomplished 
the lists of books needed will be distrib- 
uted among the children. Arrangements 
have been made whereby books may be 
secured at all the schools at a discount of 
12 per cent on the regular price. Booksell- 
ers in the city will also sell books at these 
prices. 

Applicants Were Examined. 

On Friday and Saturday of last week 
teachers in the various schools were busy 
@éxamining the new applicants for seats, 
These, together with those children trans- 
ferred from one school to another, will be 
assigned to seats this morning. 

In reality the school term will not be- 
gin until tomorrow morning at the usual 
hour. All the classes will then be ar- 
ranged for the term, and the work of the 
year will begin in earnest. 

The boys’ night school will open this 
evening in the Boys’ High school building, 
corner of Gilmer and Courtland streets. 
Boys between the ages of 12 and 21 may 
enter this school, and if there are any vase 
ecancies, grown men who are desirous of 
obtaining an education will be accommo- 
dated with seats. 

The work mapped out for the night 
@chool this year !s unusually complete 


d the board of education feels confident | 


etteng ance, willbe. large...Arith- 

¢, grammar, history, geography, pen- 

anship, shorthand, typewriting, book- 

keeping, debating, physical culture and 

literature are the branches taught in this 
school. 

An interesting and instructive series of 
léctures on entertaining subjects has been 
arranged for the benefit of the pupils of 
the night school. The lectures will be 
given by men who are thoroughly compe- 
tent to discuss the subjects that have 
been or may be assigned to them, and the 
lectures are expected to prove one of the 
features of the term. 

A number of ladies interested in school 
work have sent books to the schools to be 
distributed among those pupils who might 
-oslheng “es to 6 ge the necessary text 

oks, and wou therefore b 
of the benefit of the schools. Phase Gecne 
will be distributed this morning. 
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CARRIERS PASS THROUGH. 


New York and Philadelphia Delega- 
tions, En Route Home, Were 
In the City Yesterday. 

Over one hundred letter carriers who 
have been in attendance upon the conven- 
tion of the National Association of Let- 
ter Carriers in Chattanooga the past week 
were in the city yesterday en route to 

their homes, 

The New York delegation arrived in At- 
lanta yesterday morning at 6 o’clock in 
a@ special train over the Western and At- 
lantic railroad and left at 8 o’clock over 
the Central railroad. 

The Philadelphia delegates came in at 
5:30 o’clock yesterday morning, and were 
met by a delegation of Atlanta carriers. 
The delegates are traveling in a special 
Pullman car and left the city at 1 o’clock 
over the Seaboard Air Line railroad. Dur- 
ing their stay in the city the Atlanta car- 
riers tendered them a delightful trolley 
ride to the various points of interest. - 

Among those in the Philadelphia party 
are the following: 

Mr. and Mrs, W. J. Nutt, Mr. and Mrs. 
George Lawton, Mr. and Mrs. William 
Brenner, Richard F. Quinn, ex-president 
National Association of Letter Carriers; 
James Shepley, Matthias J. Brady, Jacob 
L. Dingee, Michael J. Dormer, Walter F. 
Wilcocks, Frank P. Smith, John J. Nath- 
ans, Ernest Rost, Edward Van Etten, A. 
B. Davenport, William F. Madden, ‘Dobn 
P. Patton and Charles A. Ward. Albert 
B. Guyton, of Wilmington, N. C., and 
Jeremiah J. Donahoe and John Shendon, 
of Boston, were also in the party. 

Messrs. J. E. Stallings and C. 8S. Cross- 
ley, tw6 of the Atlanta délegates to the 
convention, returned home Saturday 
night. George Tate, the other delegate, 
went from Chattanooga to Buffalo. 

The two delegates were accompanied by 
Dan W. Irby, an Atlanta carrier, who 
spent the week in Chattanooga, and also 


by D. J, Cudd, of Spartanburg, S. C., 
H. &. Scott, of Columbia, 8°'C. 5:69 


DIED FROM HIS INJURIES. 


James McGrath’s Injuries Received 
in Accident Proved Fatal—Ver- 
dict of Coroner’s Jury. 

James McGrath, the retired United 


States soldier who was struck by a trol- 
ley car on the Atlanta Railway and 
Power Company’s East Point Line Satur- 
day night, died from his injuries yester- 
day morning at 10 o’clock. 

McGrath was 65 years of age and had 
served in the United States army 30 years. 
He was retired on a pension and lived 
near Fort McPherson. He was addicted 
to drink at times, and may have been 
under the influence of liquor when the 
accident occurred. 

He was not seen by the motorman. A 
freight train was approaching at the 
time, and the noise of the train may 
have kept him from hearing the trolley 
ca 


r. 
The coroner held an inquest yesterday 
morning, and the verdict of the jury was 
it the t was due to the man's 
negligence t the t 
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From Every Church Appeals Go 
Up That Mckinley's Life 
May Be Saved, 


RESOLUTIONS ADOPTED 
AT FIRST BAPTIST 


Ai the Cathedral Bishop Nelson De- 
livered an Able Sermon on 
“Thou Shalt Not Kill’”—He 
Compares Anarchists to 
Mad Dogs. 


—— 


There was not a pulpit in Atlanta from 
which there did not go up yesterday a 
heartfelt prayer that the life of President 
McKinley might be spared to the nation 
he has served so well. 

In many pulpits of the city the terrible 
tragedy at Buffalo displaced other topics. 
Lessons were drawn from it and condem- 
nation was heaped upon the authors of 
the crime. The pulpit‘seems unanimous 
in the feeling that there is no place in 
the great American republic for anarch- 
ists. They were compared to mad dogs, 
which people kill when possible before 
they have opportunity of doing harm. 

At one of the city’s prominent churches, 
the First Baptist, strong resolutions de- 
nouncing the crime and expressing sym- 
pathy for the president and his estimable 
wife in their hour of trouble, were adopt- 
ed by a rising vote of the congregation. 
These resolutions were prepared by ex- 
Governor W. J, Northen at the request 
of Dr. W. .W Landrum. H. H. Cabaniss, 
in a brief speech, moved their adoption by 
a rising vote, which followed. The reso- 
lutions adopted are as follows: 

Resolutions of Regret. 

In common sympathy with all the 
people throughout our common ccun- 
try, we have been profoundly shocked 
and painfully grieved because of the 
merciless blow struck at the life of 
the honored and beloved president of 
these United States. 

Coming as it did in the midst of the 
glad multitudes rejoicing in the mag- 
nitude and richness of our country’s 
resources; the variety and vastness 
of the evidences of our prosperity and 
the promising hopes of our future, 
as well as in the presence of the 
splendor of the president’s broad pa- 
triotism as manifested ing his recent 
public utterances, makes the cruel 
crime doubly atrocious. 

Personally, no man holding the office 
of president at any time during the 
past several generationg has deserved 
or received more completely the re- 
spect and admiration of the people, ir- 
respective of party affiliations, than 
President McKinley. 

Officially he has not been exclusively 
partisan, but manifesting broad sym- 
pathy for the common good, he has 
administered his high office gener- 
ously, as in his unprejudiced judg- 
ment he believed to be best for the 
country’s security and prosperous 
growth. 

We honor him for his goodness of 
heart, his strong Christian character 
and his Godly living; while we ap- 
plaud the broad patriotism of his 
public utterances and. his public acts 
and his personal devotion to his coun- 
try’s welfare as he righteously be- 
lieved. 

Resolved, That we hereby express 
the earnest hope that the wounds the 
president has received shall not be 
unto death, but that he may be speed- 
ily restored to the discharge of the 
duties of his position, in the continued 
confidence of an admiring and affec- 
tionate people. 

Resolved, That we tender to his 
stricken wife and his afflicted family 
our sincere and hearty sympathy with 
the prayer that God in His goodness 
will soon bring light and gladness 
from the darkness and sorrow that 
now like a pall brood over them in 
their sore distress. 

Upon the adoption of the resolution by 
rising vote the congregation standing, 
sang ‘“America,’’ the national anthem. 

Dr. Landrum, in accordance with the 
action of the church, will forward the 
resolutions with a statement of the action 
taken in a personal letter addressed to 
Mrs. McKinley. 

In his sermon Dr. Landrum condemned 
the anarchists, authors of this and other 
crimes. He called them atheists ald 
said they were all in principle thugs and 
murderers. There is no place for them 
in our republic, he said, and unless they 
are removed they will cause the death 
of liberty. 

Compared to Mad Dogs. 

Bishop C. K. Nelson, at the Episcopal 
cathedral, declared yesterday morning 
that anarchists should’ have no place in 
the American republic. He compared 
them to rabid dogs which, he said, the 
people put out of the way when possible 
before they bite. Anarchists, he assertec, 
should not be allowed to land in this 


country. 

Earnest prayers for the president's 
safe recovery were offered at the morn- 
ing service at the Second Baptist church, 
both by Judge John T. Pendleton and the 
pastor, Rev. John E. White. In his 
evening sermon Rev. Mr. White, among 
other things, said ; 

‘The devil has about the same rights in 
a blood-bought world that the anarchists 
who plotted and promoted the devilish at- 
tempt to assassinate the president should 
have on the soil of a repfblic like ours.”’ 

At the First Christian church, Rev. 
Sherman B. Moore, the pastor, offered a 
fervent prayer that the life of the pres- 
idtnt might be spared. He spoke feel- 
ingly of him whom the people—north, 
south, east, west—all delighted to honor. 
The morning hymn was selected partic- 
ularly with reference to the terrible scene 
at Buffalo. 

Best President Since Lincoln. 

Dr. Broughton, in his sermon at the 
Baptist Tabernacle, referred to President 
McKinley as the best president the coun- 
try has had since Lincoln, He has done 
more to put America before the rations 
of the worid, he declared, than all our 
other. presidents. 

At Moore Memorial, Dr. A. R. Holderby 
referred to the attempted assassin ion 
of the president, and declared‘that this 
and other evils from which our country 
is suffcring are due to a lack of proper 
education in the Bible. 

Rey. C. B. Wilmer, at St. Luukes, 
preached on the subject. ‘‘The Reward of 
Faithfulness,”” but did not refer directly 


ej} to the attempt 


on the life of the pres- 
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PRAYERS INVOKE DIVINE POWER ~ 
IN AID OF STRICKEN PRESIDENT 


_—— 
— 


Prayers For President 
At Second Baptist 


At the morning service the very large 
congregation stood and joined in the 
prayers, which were led by Judge J. T. 
Pendleton and the pastor, for the recov- 
ery of the president. Deep solemnity 
and solemn earnestness pervaded the as- 
semblage. . 

At the evening service the pastor, Rev. 
John E. White, preached og ‘‘Let the 


Devil Alone,” taking his text in Mark i, 
24; “Let us alone; what have we to do 
with thee, thou Jesus of Nazareth?” 

He said in part: 

“It is a sound rule of war to find out 
what the enemy wants you to do and 
then don’t do it. In the incident Christ 
establishes this as good principle of The 
Christian warfare. The devil’s reputation 
is made. He is an able coward—some- 
times. Before Christ he whines and begs. 
‘Satan trembles when he sees the weak- 
est saint upon his knees.’ But there are 
those who do not distress hi at all. 
They keep the devil in perpetual good 
spirits. They let him alone—and call it 
peace and harmony. But when a Chris- 
tian gets after him aggressively, and 
keeps the air i ae | with war whoops, 
why, the devil calls him a disturber of 
the peace. That is the charge against 
Christ implied in the text. 

“Here is a question for debaters, ‘Re- 
solved, that the devil has no rights 
which a Christian is bound to respect.’ 
And there are two sides, as usual. Civil- 
ization, modern laws and customs are 
bent in establishing the rights of the 
devil, and the Christianity of Christ is 
set from eternity to eternity on denyin 
the devil any rights at all in the worl 
—— God made and for which His Son 

ed. 

“The devil has about the same rights 
in a blood-bought world that the an- 
archists who plotted and promoted the 
devilish attempt to assassinate FPresident 
McKinley should have on the soil of a 
republic like ours. 

“When Jesus Christ looked into that 
poor man's face, he saw no right of the 
devil he was bound to respect, and it 
is a quick deed He does to prove what 
He thought of the devil’s rights. If we 
could get Christians in this land of ours 
to stand on that bit of ground hallowed 
by a merciful Savior’s feet, instead of a 
country possessed by the devils of liquor 
traffic, gambling mania and money greed, 
and surrendered to them, we would root 
them out to the last vestige.” _ 


Best President Since 
Lincoln, Says Broughton 


In his sermon at the Baptist tabernacle 


last. night Dr. Len G. Broughton paid 
a tribute to President McKinley, saying 
he was the best president we have had 
since the day of Lincoln. He had done 
more to put America before the nations 
of the world than all but one other 
president. 
- Dr. Broughton . spoke last night on 
‘*Holland.”’ It was one of a series of 
lectures he is giving on ‘‘Europe as I Saw 
It.’"’ In part he said: 

“Holland is the prettiest country in Eu- 
rope. The Dutch people are noted for 
thrift, integrity, patriotism and beer. The 
country is one continuous flower garden. 
The tulip is their great product. The 
Hague is the prettiest city in Europe. 
Here is where the great peace commis- 
sion was held when the powers of Europe 
came together to discuss the laying down 
of arms. I saw Kruger in Rotterdam, 
and he gave me a message for America. 
He said ‘We will yet win by the help 
of God.’ I was much impressed with tXe 
old man. 
war. His cause, however, is doomed. 
England will conquer in the fight unless 
some power intervenes. Holland is in 
full sympathy with the Boers. They 
dare not ft their hand, however, 
England would crush Holland, too. 

“The ‘peace conference hall gave me 
a thought concerning the peace which 
Christ haa purcbased for the world. is 
peace is a world promise. No Wan can 
travel abroad and not feel the throb of 
missions in his heart. His peace also 
comprehends in its finality the reign of 
Himself as King. Humanity is not ca- 
pable of governoring itself. The history 
of the world shows this to be true. We 
need not only a savior but a king. Jesus 
now is Savior, but the day will come 
for His kingship. His second comin 
will be followed by the surrender of al 
powers to Him, and He will reign as 
universal King. But the blessedness of 
this kingdom is also a present personal 
possession. ‘My peace I give unto you 
is His present promise. Thank God 
we've not to wait. We may now have 
His peace. Open wide the heart tonight. 
Let Jesus Christ’s peace flood the trou- 


bled soul.’’ 


Fervent Petitions Sent 
Up For President 


Among the millions who doubtless in the 
sacred services of yesterday poured sweet 
incense on the altar of prayer in behalf 
of the president the Rev. 8S. B. Moore, at 
the First Christian church, offered a fer- 
vent petition for President McKinley. He 
spoke feelingly of him ‘‘whom we delight 
to honor, north, south, east and west,’’ 
and even the morning hymn was selected 
witn reference to that scene in Buffalo 
which is being eagerly watched by hushed 
hearts breathing sighs of unuttered pray- 
er. It was with pathos that the people 
sang: 

“‘As shadows cast by cloud and sun 
bhiit o’er the summer grass; 
So in Thy sight, Almighty One, 

Earth’s generations pass. 

‘“‘And while the years. an endless host, 

Come pressing swiftly on; 

The brightest names that earth can boast 

Just glisten and are gone.”’ 


Mr. Moore said, ‘‘Yes, the names en- 
rolled even on the highest tablets must 
sooner or later be erased. God help us 
all to realize the uncertainty of life.” 


Evils Due to a Lack of 
Education in the Bible 


At Moore Memorial church yesterday 
morning Dr. A. R. Holderby, the pastor, 
preached a strong sermon in which he 
referred to the attempted assassination 
of President McKinley. He attacked 
the educational system for its lack of 
religious training and declared that the 
assassin of the president was lacking in 
the proper kind of education. 

Dr. Holderby said that when the peo- 
ple seek the Wisdom that comes from 
above, as well as worldly wisdom, assas- 
sinations of presidents and other horrible 
crimes will cease. He declared the whole 
system oY education today to be defec- 
tive, as it fails to recognize God as the 
chief source of wisdom. 

He selected as his text James ili, 17: 
“But the wisdom that is from above is 
first pure, then peaceable, gentle and 
easy to be entreated, full of mercy and 
good fruits, without partiality and hypoc- 
risy.”’ 

He said in part: . 

“The whole system of education today 
is defective at one important point, and 
that is it fails to recognize God as the 
chief source of wisdom. The popular ed- 
ucation of the péople does not make the 
world better. In the face of the fact of 
the universal education of the people 
crime is on the increase. 

‘The more of worldly wisdom men pos- 
sess the more immoral they seem to be. 
Worldly knowledge takes no account cf 
man’s moral nature. Man’s intellectual 
nature is aroused, stimulated and enlight- 
ened by the present process of education, 
while his deeper moral nature is un- 
touched. 

“No amount of worldly wisdom and 
learning has ever yet been known to make 
men morally better. Rome and Greece, 
the centers of worldly wisdom and learn- 
ing, reeked with infamy and moral cor- 
ruption. And in our own land, with its so- 
called splendid system of education, mor- 
ality is at a very low ebb. Dishonesty, 
licentiousness and a general dfsregard to 
God's laws are on the increase, and yet 
we boast of our Christian civilization and 
our piety as a nation. 

“Some of our educators and boards of 
education in the country, both north and 
south, seem to be a of the Bible. 
They are afraid the i uction of the 
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state should not teach religion in its 
schools. Then, if that’ be true, the state 
is not competent to teach anything. No 
mans’ education is complete unless he ‘s 
educated in the Bible, which is God’s reve- 
lation of all true knowledge. 

“I am not discounting the wisdom or the 
learning of the world. I fully appreciate 
its value and importance, byt all this is 
totally inadequate to fit a man for his 
great mission in life. 

“The intellectual training and the at- 
tainment of worldly knowledge is all right 
and eatly to be desired. But all the 
knowledge and culture of the world can- 
not puri y the heart or regenerate man’s 
nature, here must be the education of 
man’s moral nature and the attainment 
of heavenly wisdom before man is pre- 
pared for his highest destinv. The world 
will never be converted and saved without 
that knowledge which comes from above. 

‘“‘May God save our country. But the 
only way of saving our land from an- 
archy and ruin is to educate the people 
into the knowledge of the true God and 
His Son, Jesus Christ. 

“Riots and wars and strikes and ra- 
pine and assassination of presidents and 
all other evils that are now afflicting 
this nation will be heard of no more as 
soon as the people will seek the wisdom 
that cometh from above. 

“When Jesus Christ, the Prince of 
Peace, shall be enthroned in our govern- 
ment and when the knowledge of Him 
and his righteousness shall be taught in 
our homes and in our schools of learn- 
ing. there will then be peace on earth 
— ood will to men. ay God speed 

e day.” 


Czolgosz Termed an 
Infidel at Trinity 


— 


Snecial prayers for the recovery of the 
stricken president were offered at Trinity 
church yesterday morning. During the 
course of his sermon the pastor, Rev. J. 
W. Quilllan, referred to Czolgosz, the 
would-be assassin of Mr. McKinley, as 
‘an infidel. 

“This man who attacked the president,”’ 
said he, ‘‘was an infidel. He did not be- 
lieve in heaven or hell. With a smile 
upon his face and with his hand cov- 
ered, this assassin shot resident Mc- 
Kinley. If a man considers himself a 
beast, we should not be surprised if he 
lives like one.’’ 

It was an eloquent sermon which Dr. 
Quillian preached. A large congregation 
attended the services. The text of the 
sermon was: “This is the victory that 
overcometh the world, even our faith.’’— 
I John v, 4. 

He began by stating that every victory 
was the result of a conflict and that 
the fiercer the conflict the greater was 
the number of those fighting. From this 
he went on to say that in the apparent 
victory over the world mistakes had 
been made. One of these mistakes, he 
said, was the accumulation O- money. 
He said that it was the generally ac- 
cepted fact that those who had money 
were able to accomplish much in this 
world. The hoarding of money for the 
gratification of worldly desires, he de- 
Clared to be wrong. The idea which 
should actuate all seekers for money, 
he said, should be to get wealth that 
they might heln the needy and afflicted. 

Money and knowledge, he stated, could 
not be taken beyond the grave. Faith, 
however, he said, was the real victory. 
This intangible thing went beyond death 
into eternity. His sermon was along 
this line and was delivered in a foreeful 
manner, bringing out clearly every point 
which the speaker sought to stress upon 
his hearers. 


Bishop SNelson Compares 
Anarchists to Mad Dogs 


Bishop C. K. Nelson preached at St. 
Phillips, the cathedral, at the morning 
service yesterday on the text ‘‘Thou shalt 
not kill.’”’ The references in this sermon 
were almost wholly to the attempted as- 
sassination of the president. He also of- 
fered a fervent prayer for the safe re- 
covery of the president. 

Bishop Nelson compared the avowed an- 
archists, who are responsible for such 
plots and deeds, to mad dogs. He spoke 
of the anarchists at Paterson, N. J., wip 
expressed pleasure and delight over the 
horrible deed, and said they hoped the 
president would die. ~Such persons as 
these, he declared, were no better than 
mad dogs, and people do not wait for a 
mad dog to bite some one before they put 
it out of the way. He looked upon afn- 
archists as outlaws and said they should 
be denied admission to the country. 
Bishop Nelson held the press in part re- 
sponsible for the deeds of criminals. The 
manner in which they are held upto the 
world has a tendency to make them feel 
they are heroes. It may be that many 
crimes are traceable to just such pub- 
licity as is given to the criminal and his 
career, 


|Reb. C. B. Wilmer on 
Reward of Faithfulness 


Rev. C. B. Wilmer preached -at St. 
Luke’s Episcopal church on “The Reward 
of Faithfulness,”’ from the text Matthew 
xxv, 23: ‘‘His Lord said unto him, Well 
done good and faithful servant. ,Be- 
cause thou hast been faithful over a 
few things, I will make thee ruler over 
many things. Enter thou into the joy of 
thy Lord.’’ He said in substance: 

“At the consummation of the kingdom 
of God the reward is not in the shape 
of rest, but of work, more wgrk—promo- 
tion. ‘I will make thee ruler over many 
things.’ Heaven {!{s not idleness, but 
work that harmonizes all our faculties, 
thrills and inspires us. True rest 


‘“ ‘Ts not ne the busy career— 
It is the fitting of self to its sphere.’ 


“This promotion will not come by fa- 
voritism, but as the reward of faithful- 


ness. 

“Faithfulness appeals to the great heart 
of God as to us. It alone prepares us to 
do God’s greater work in the next life 
and to enter-into the ‘joy of our Lord'— 
the jov of unselfish devotion to the good 
of others, and this faithfulness is shown 
in few things and little things. It is by 
doing the small things well that we learn 
to do great things. 

“The truth of the text applies also 
in this life. Young people who are faith- 
ful in schoo] and home duties will there- 
by wrepare themselves for lives of joyous 
and successful work in the years of ma- 
turity. 

“Again, faithfulness on a secular plane 
prenares one to receive God's spiritual 
kingdom here now.” 

The speaker quoted the saying, ‘‘We 
are all children in the kingdom of God,”’ 
and closed with Kipling’s poem, ‘‘When 
Earth’s Last Picture is Painted.’ 


Dr. Landrum Denounces 
SMurderous Anarchists 


There was a great audience at the First 
Baptist church last night and Rev. Dr. 
Landrum preached the second of a series 
of special sermons. The subject was the 
‘New Man,’’ and had reference to city 
and state politics and to the shooting of 
President McKinley. 

After the sermon, Former Governor W. 
J. Northen rose and read resolutions of 
sympathy for the president which were 
spoken to by Mr. H. H. Cabaniss. The 
congregation approved the resolutions by 
a rising vote, and then united in singin 
national anthem, ‘“‘My Country ’Tis o 

ree,’’ 


In beginning his sermon Dr, Landrum 
said: ‘‘God’s providence is a great daily 
newspaper. In it is always a standing 
fdvertisement. You will find it in the 
column of wants. It is expressed in 
these words: ‘Wanted—A man; a new 
man.’ ”’ 

Referring to the nation’s tragedy at 
Buffalo, re said: 

‘Alas! the hideous fiend of anarchy is 
already getting in its deadly work. On 
a high day in our history, when all the 
nations of the two continents of “the 
hemisvhere were united in a Pan-Ameri- 
can exposition at Buffalo to celebrate 
the triumph of democratic institutions, the 
president of the republic is shot down by 
an assassin as if he were not a ruler of 
the people, and by the people and for the 
peopie, but a cruel and conscienceless old 
world tyrant. It is to be hoped that the 
dastard who fired the bullets into the 
body of McKinley was a lunatic. 

same was true of Booth, who 


ools 1 Pe some 

We are told that " field. 
ye oa A a ry 

See iit wt ae sed ce 


F ae eat oboe 
4 Rae aa —— re ad BEN Se 
pe cee: Mae 8 z é a hed roa He 
¢ z £ - = ee Ap 2 


bly the 
shot Lincoln, and Guiteau, shot Gar- 
eld. if, however, the asseassin was 


kt +, ee Re tel hE OMS 
es RM a 7 


ae 
nr et et a) 


ENDED HIS LIFE | 
WITH MORPHINE 


James P. Williams, A Para- 
lytic, Was Found Dead In 
Bed Yesterday. 


DEAD BODY FOUND 
BY ELDER WILLIAMS 


Young Man’s Mind Had Become Un- 
balanced from Stroke of Paral- 
ysis—Was Once Successful 
Business Man in 
New Orleans. 


Suffering from mental aberration result- 
ing from paralysis, James P. Williams, 
son of W. B. Williams, of 290 Woodward 
avenue, committed suicide Saturday night 
by taking between 25 and 30 grains of mor- 


phine. 

The young man’s father found the dead 
body lying in bed yesterday morning at 
6:30 o’clock when he went to awaken his 
son for breakfast. 

Williams came to Atlanta from New Or- 
leans about four months ago for medical 
treatment, and since then his father had 
been devoted in his attentions and had 
done everything in his power to alleviate 
his condition. Just when it was believed 
that he was getting better he took the 
fatal dose while alone in his room at 
night and without giving any word of 
warning. 

Saturaay afternoon Willlams went out 
for a short walk, and it is believed he 


secured the morphine at that time. 

Saturday night he sat on the front porch 
until 9 o’clock talking pleasantly with 
an uncle. When he retired he asked his 
father for a glass of water to place be- 
side his bed. The water, he said, was 
wanted to drink during the night, but it 
is now believed he wished it to use when 
he took the morphine powzcer. 

Yesterday morning the father went into 
his room and shook Williams to arouse 
him and he found his son’s body cold and 
stiff in death. 

Stricken with Paralysis. 

Williams resided in New Orleans, where 
he had conducted a successful commis- 
sion business. In June, 1900, he was strick- 
en with paralysis in the left side. He 
was treated at New Orleans, and not re- 
ceiving any benefit, he was brought to At- 
lanta by his father last-spring. 

A local physician was treating the 
young man and he had been showing dally 
signs of improvement. At times it had 
been noticed that his mind was unbal- 
anced and he had been closely watched. 
Once before he attempted to take his own 
life when in a fit of despondency, but 
lately he had been in much better spirits. 
Nearly every day he took a ride on the 
Street cars with his father, often going 
to the physician's office. 

Saturday afternoon he said he believed 
he would take a short walk and was al- 
lowed to go alone. He returned and ate 
Bupper. Dring the evening he chatted 
with members of the family and had 
never appeared in better spirits since his 
illness. 

In his room there was found on a table 
near hfs bed a bottle that had contained 
morphine. 

Verdict of Coroner’s Jury. 
‘The coroner held an inquest yesterday 
afternoon and the verdict of the jury was 
that the deceased had died from morphine 
poisoning administered by his own hand 
with suicidal intent. 

It was in evidence before the coroner’s 
jury that Williams’ mind had become af- 
fected, and it was believed that the sui- 
cidal act was committed when he was not 
in his right mind. ; 

wv. B. Williams has been many years a 
resident of Atlanta and he is well and fa- 
vorably known in the city. His son prior 
to the attack of paralysis had a bright 
and promising future. He was rapidly 
building up a fine business in New Or- 
leans and was in every way a successful 
and exemplary young man. 

The body will be taken to Buford, the 
old family home, today for interment. 


HE SMELLED THE WHISKY. 


Stockade Superintendent Detected 
Liquor in Coffee Intended for 
a Prisoner—Several: Arrests. 

When four white men went to the city 
stockade yesterday morning and under- 
took to get a bottle of whisky to a pris- 
oner, the keen nose of Superintendent 
Vining foiled the scheme and caused the 
arrest of the four conspirators. 

W. H. Webb, George Rodgers, Will 
Richardson and J. W. Pratt were the 
four men. They called at the stockade 
with a pickle bottle which they said 
contained coffee for John Fears, a pris- 
oner. Richardson had the bottle and 
he handed it to Captain Vining and said: 

*“‘Here is some coffee for Fears.’’ 

Captain Vining took the bottle, and 
after he had whiffed the supposed coffee, 
he exclaimed: 

“There is whisky in that stuff.’’ 

The four men were arrested and sent 
to the police barracks. Webb gave a 
cash bond of $10.75 and was released. The 
other three men were locked up. 

Richardson takes all the blame upon 
himself. The others say that they did 
not know there was ‘any whisky in the 
coffee, 
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The men will be tried in the recopéer’s | 


court this afternoon. 
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fanatic and not fiend, some one was re- 
sponsible for allowing him to go at large. 
“Surely, at all events, they are not 
lunatics who organize anarchistic clubs, 
who publish anarchistic papers, and stir 
up and use lunatics for anarchistic pur- 
oses. Moral degenerates are all these. 
n religion they are atheists, every one 
of them, and in character thugs and mur- 
derers. When the whole nation, irre- 
spective of creed or party, was stunned by 
the shocking intelligence from Buffalo, 
and when strong men shed tears as in a 
great persona! bereavement, these mis- 
creants in certain ill-favored communities 
here and there gloated over the colossal 
crime. They are a cancer on the body of 
the cotintry, and unless removed ~ will 
cause the death of jiberty. It is not the 
man who fills the office of president that 
they would destroy, but the government 
itself—all law, all order, all civilization, 
all Christianity.’”’ 


Resolutions By Colored 
Congregationalists 


At the First Congregationalist church, 
colored, yesterday the following expres- 
sions. of sympathy were acopted and 
sent immediately to Secretary Cortelyou: 

“Atlanta, Ga., September 8, 1901.—To the 
Hon. -George B. Cortelyou, Secretary to 
the President, Buffalo, . ¥Y.—We the 
members of the First Congregational 
church, do hereby express our profound 
sorrow at the attempt to assassinate our 
beloved president. 

‘‘We, therefore, extend to Mrs. McKin- 
ley our deepest sympathy in this her hour 
of great affliction, and pray the Almighty 
for the president’s speedy recovery. 

ees. submitted. . 

“Cc. C. WIMBISH, Chairman. 
DDING. 
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(TEN SELECTED TRIPS 
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FOR WACE EARNER 


The Constitution offers ten 
trips to its readers, selected 
by coupons to be clipped 
and voted for recipients. 


The Contest Closes November |, 1901 


The wage earner receiving the HIGHEST of all 
votes given to contestants will be given a 
round trip ticket from Atlanta to 
any city in the United States. 

The other nine trips will be from Atlanta. to 
any city on the Mississippi river or east 
of it. The return trip to Atlanta 
will be by the same route. 


——THESE TRIPS ARE TO BE ENJOYED BY—— 
Six Wage Earning Women 
Four Wage Earning Men 


Half of éach clas from Atlanta and half from 
Georgia cities or towns outside of Atlanta. 


The three wage earning women from Atlanta are 
divided into three classes, one from each of the 
fields designated as follows: 


i—Saleswomen, Stenographers, Bookkeepers, Pro- 
fessional Nurses, or Clerks in any capacity. 


2—Industrial Workers—as Dressmakers, Garment 
lakers, Factory Workers, Artists, Telegraphers, 
Milliners, Modistes, or any similar employment; 
workers on products for sale. 


3—School Teachers. 


It is the intention not to discriminate against any 
wage earning woman, and the classification is made 
to give a clear view of the scope of woman's employ- 
ment as a wageearner. The three from: Atlanta 
will be those receiving the highest vote in each of 
the three classes. 

The three wage earning women from outside of 
Atlanta will be selected regardless of classification, 
the three winners being the three highest votes re- 
ceived, the only condition being that those voted 
for must be wage earning women. They will be 
chosen regardless of the votes cast for Atlanta 
women. .The Georgia towns and cities will furnish 
three and Atlanta three, the votes for one set not 
competing with the other. 

The four men to be selected for such trips will be 
upon the same terms as the six women, only there 
will be two Atlanta men and two from outside of 
Atlanta, without any other classification. 

The term wage earners is applied in its fullest and 
broadest sense. One who is regularly at work for 
daily, weekly or monthly wages or salary may enter 
the race. Teachers, stenographers, clerks, hospital 
nurses, bookkeepers—all who work with hand or 
brain, or both, for pay, in another’s employ, are 
eligible—except principals of schools or persons at 
the head and in partnership charge of any business 
or enterprise, who might more properly be termed 
employers than employees. No Constitution employee 
will be allowed to enter the contest upon any terms. 


|Where Will You Go?| 


That depends entirely upon your own selection. 
Get the highest vote and go to any city in the 
United States that you prefer. 

All successful contestants below the very first and 
highest one may go to New Orleans, Memphis, St. 
Louis, Minneapolis, Chicago, New York, Washing- 
ton, Boston, or to any city east of the Mississippi 
river. You know best where you would rather go— 
it’s up to you to decide that. This is the chance to 
go on that visit you had hoped to make during the 
fall. You may go at any time after November 1 
and before January 1 next year. 

The Constitution may from time to time give the 
names of contestants, but will not give the standing 
in the race or tell ‘‘who’s ahead.” 

You may get your friends to assist you all you 
like. It is the coupon ballot that counts for you. 
It must be deposited by mail or otherwise within 
five days of its date. All coupons by mail must 
have the postage fully prepaid or they will not be 
taken from postoffice, or not counted if ‘‘due post- 
age” stamps are charged upon them. 


(Cut out on this line.) 
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{ THE VOTING COUPON. ~ 
Constitution's Ten-Trip Contest for Wage Earners 


Closing November |. 


This must be deposited | SEPTEMBER 9 


within 5 days of date. 


Wage Earner’s Name 
Address 


Occupation 
_ 


Clip the above, fill out name of contestant for whom you wish to 
vote, and mail or send this tothe ‘‘Wage Earners’ Coupon Contest, 
The Constitution. This coupon will be dated each day with the date 
of the paper in which it appears, and nocoupon will becounted which 
does not reach us within five days after such date. 


Only ONE namecan be voted on each ballot. 
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' THE CONSTITUTION bas for more 
than a third ef a century been recog- 


Best Advertising — 
Medium in the South! 


Your Advertisement in the — 


“WANT” 


COLUMNS 


Will place you in touch with cvery 
desirable interest in the city. 


PRICE: TEN CENTS 

PER LINE. . ge 
No “want ad” guaranteed classifieans - 
tion after 8S p.m. All advertisements 


received after that hour will appcar 
under “Unclassified.” 


HELP WANTED—Male. 


WANTED—Practical machinists, boiler 

makers, pattern makers, steam hammer 
blacksmiths, ship fitters, etc., $3.50 per 
day. T, 4 Auburn avenue, Atlanta, Ga. 


WANTED—Job printers. Only first-class 
men need apply. Wages $15.00 per week 
anu upward, according to ability. Non- 


union. Roberts & Son., Merninghar. Ae 
ae ieee 


WE want bookkeepers, salesmen, me- 

chanics, stenographers and all who are 
seeking positions to call on or write us. 
We guarantee vositions to our applicants. 
The Empire Business Bureau, 16 Urant 
building. 
WANTED—A voung man as stenograph- 
-er, whKaving business experience. Must 
furnish typewriter. State where previous- 


ly employed and salary expected.‘ Box 2.,. 


Atlanta, Ga. 9-8-2t 
WANTED—tTwo active, educated men. 
Weekly salary or guarantee paid. Give 
age, experience and _ references. Dodd, 
Mead & Co., New York. 9-9-10t _ 
WANTED—30 carpenters and 15 pljaster- 
ers; 4 months work. W. H. Bowen, 
Brunswick, Ga. 8-30-10t 


HELP WANTED—Female. 


WANTED—A capable woman to repre- 

sent a thoroughly responsible house in 
each district as manager. The duties 
are mainly office work and correspon- 
dence; $1,200 yearly. Mer. Holiday Goods, 
905 Star building, Chicago. 9-3-8t 


SETTLED woman, white or colored, 
without ineumbrances, to cook for 
couple and assist with two small chil- 
dren. Apply, with, references, 162 Ponce 
de Leon. Wages $10 9-7-3t 


WANTED—Agents. 


VERY little time required of a good com- 

mercial drummer to earn big money 
without interfering with his regular du- 
ties. W. M., care Constitution. 9-8-3t _ 


SEVERAL capable to travel and estab- 

lish agents for our popular art edition 
of Farrar’s Life of Christ. A great Hol- 
iday proposition. This magnificent work 
in connection with our Association offer 
staggers competition. $100 monthly and 
expenses to live men. 97 Star ret di 


Chicago. -9- 


SITUATIONS WANTED—Male. 


OO Sees ener eee 
WANTED—Position as Kindergarten In- 

structor or Governess for small children 
or Housekeeper in private family. Best of 
references. iss M. L. Johnson, were 


-Ga. -8-St 


BUSINESS OPPORTUNITIES. 


FOR SALE—Good paying soda water 
‘ay Birmingham, 


business. P. O ox 54?. 
la. 9-7-4t. 


FOR SALE—One of the best blacksmith 
and carriage shops in Atlanta, doir a 
good business; rent reasonable; come and 
see*for yourself. Address A. Smitn, box 
36, Constitution. 9-8-9 


COAL will be very expensive this winter. 
Buy now and save money. Ke#ley Coal 
and Ice Co., ’phone 894. 9-8-I1mo 


PERSONAL. 
PBA PDBBBAIDLIDD DD DOLD DO el lel al rel lah 
WE sell all gradés of coal from all mines. 
Keiley Coal and Ice Co., ’phone 894. 


——_—-—-—_ --— 


LADIES—$500 reward for an abnormal, 

obstinate case of suppression, any cause; 
my regulator never fails to relieve in 24 
hours; positively guaranteed, no ergot cr 
pills; many save from suicide; ideal, 
safe home treatment. Mail $. Dr. Jack- 
son, R. C. 852, 167 Dearborn, Chicago. 


BUSINESS PERSONALS. 


DR. N. N. GOBER has just returned from 
abroad and wiil resume his practice. 
Office 36 Grant building. “ae 


ARCHITECTS. contractors, supply deal- 
ers, insurance agents and other bus!- 
ness men will find our “Daily Construc- 
tion Bulletin’’ and ‘“‘Weekly Construction 
Sheet” invaluable in securing news in ad- 
vance of all other scurces from the south- 
ern states. Southern Press Clipping Bu- 
reau, Austell building, Atlanta, Ga. tf 


MONEY TO LOAN. 


STRAIGHT loans and monthly payment 

loans made on Atlanta real estate at 
lowest rates -vithout cummission. E. 8. 
McCandless, Kiser building. 


SALARIED PEOPLE and retail mer- 

chants furnished Money without secu- 
ity: easy payments. Tolman, 624 Austell 
building. 


$10,000 HERE to lend at 5 and 6 per cent 
cn Atlanta real estate and farms. S. W. 
Carson, 6% S. Broad street. 


WEYMAN & CONNORS, 823 Equitable 
building, have money to lend on city 

property at 5, 6 and per cent. Money 

on hand for those desiring quick loans. 


BARKER & HOLLPMAN negotlate loans 
on improved Atlanta rea] estate at low 
rates. 8 W. Ala. st. 


MONEY TO LEND or real estate, stocks 

or bonds. Save money by seeing Equita- 
Die Loan and Security Company, first 
floor, Gould bullding. before borrowing. 


FARM lvans negotiated throughout the 
state. Attorney wanted in every coun- 
ty. Barker & Holleman, 8 W. Ala. st. 


WANTED—Mcney. 


BA LOW FO OO i OOOO Orr 
WE INVITE consultation with parties 
desiring to lend money on real estate. 
We have choice investments to offer. We 
collect interest and look after insurance 
and taxes without charge. Barker & 
Holleman, 8 West Alabama st. 


SIGN PAINTING. 


WELLS E&IGN CO., sign painters; signs, 
banners, flags; shipped anywhere. 7% 
6. Broad. Bel) ’phone 509. 6-4-6m 


Ww. W. REYNOLDS, the sign painte 
ately of Whitehall). has moved bi 
paintery to 49% E. Alabama st. 


MISCELLANEOUS. 


KEILEY Coal and Ice Co. sell the best 
coal, coke and wood. Stove wood $1 per 
load. 9-8-lmo 


r 
s 


WANTED—Machinery. 
ee ee te i ee 
WANTED—Automatic engine about 100- 

horsepower; must be high grade make 
and in first class condition. Address, 
wit: full description and price. Wood- 
ward Lumber Company, Atlanta. 9-8-3t 


STORAGE. 


DPBPBPP PPD PPL LDN DAD ND AD et Nt Nt 

SEGURITY Warehouse Co.—Storage of all 

web Na veparate rome for furniture. 
e 


Foundry st.. W.&A. R. R. Tel. 1956, 2 calls. 


FOR BRENT—Houses, Cottages, Etc. 
~~ eee eee eee eee 
SEND for weekly rent bulletins, full de- 
scription of everything to rent; we move 
tenants free; see votice. John J. W - 
side, renting agent. 50 N. Broad. 2-14-tf 


LOST. 
BPP PPP PLP POPOL ALO LEE 
LOST—Fob chain with gold charm, one 


2 pearl, other side monogram L 
si Rewarded if returned to 42 Decatug. 


visitor, 


IN THE SOCIAL WORLD. 


_ Continued from Eighth Page. 


her sister, Mrs. W. M. Gordon, has re- 
turned to her home in Quincy, Fla. — 

Mrs. Sue Bussey, of Chaney, visited 
friends in Perry this week. 

Mies Sarah Townsley is visiting Mrs. 
J. H. Coffee at Elko. - 

Miss May Hodges is visiting friends in 
Washington, D. C. 

Miss Louisa Riley is visiting friends in 
Macon. 

Mrs. Walter F. Houser, of Macon, vis- 
ited Mrs. L. M. Paul this week. 

Miss Marion Edwards has returned 
from a visit to friends in Upson county. 

Mrs. C. C. Duncan is at home from 
Atlanta, where she visited several weeks. 


ROME, GA. 


The Daughters of the Confederacy met 
Tuesday afternoon with Mrs. C. M. Har- 
per. The meeting was enthusiastic. 
many plans for future work. being dis- 
cussed. The following delegation to the 
state convention to be held in Colum- 
bus was elected: Mrs. Mary Park How- 
el, Misses Lou and Lena O'Neill, Mattie 
Shirley and Joy Harper. 

Miss Louise Hull has returned to her 
home in.Troy, N. Y. 

Miss Battie Shropshire has returned 
from a visit in Atlanta. 

Mrs. Cornelius Tefhune returned Tues- 
day night from a four weeks’ stay at 
Mont Eagle. 

Miss Janie Bowle is visiting friends and 
relatives in Anniston. 

Mrs. Elbert McGhee is visiting in Ala- 
bama. ! 

The marriage of Miss Annie Linton 
Sparks and Mr. Gregory Omberg was 
solemnized at the bride’s home Tuesday 
evening, Dr. S. R. Belk, of Marietta, 
performing the ceremony. The couple 
stood before an arch formed of plants and 
vines. After the ceremony an informal 
reception was held. The bride wore a 
gown of white organdie with ribbon trim- 
nings. She was attended by her cousin, 
Miss Lillian Sparks, of Cave Spring. 

Mr. and Mrs. William Kerr, who have 
been with Colonel and Mrs. W. 8S. Mc- 
Henry for the past several months, left 
last week to reside in Birmingham. 

Miss Jessie Huffaker has returned from 
a visit in Atlanta. 

Mr. and Mrs. F. Key Smith have re- 
turned froma visit to the family of Mr. 
J. H. Gilreath, near Cartersville. 

Mrs. Charles Lavender and Miss Nell 
Lavender spent Monday in Atlanta. 

Misses Emma and Mary Wright have 
returned from Rockmart. 

Miss Peepies, of Atlanta, who has been 
the guest of Miss McArver, returned home 
last week. Miss Peeples was much ad- 
mired during her visit. 

Sam Powers is home from New 


Mrs. G. J. Davis is the guest of her 
sister, Mrs. Howard Felton, in Carters- 
ville. 

Miss Helen Spain has returned from 
Nashville, where she spent the summer 
months. 

Miss Pearl Wagner returned last week 
from a visit in Dalton. 

Miss Debbie Moses ig home from Co- 
lumbus. 

Mr. Frank Griffin, of College Park, is 
visiting in Rome. 

Mrs. Sani Veal is in Philadelphia, 

Miss Lucile Moses has returned from At- 
lanta. 

Mrs. Inez Moore is spending some time 
in Atlanta. 

Miss Nina Elliott returned Tuesday 
from Gadséen, Ala. 

Mr. and Mrs. W. H. Adkins, of Atlanta, 
visited in Rome last week. 

Mrs. George Rainey is in Birmingham. 

Mr. Edmondson and daughter, of La- 
Grange, are in Rome. 

Miss Addie Norton, of Dirmingham, who 
has been spending the summer in Rome, 
returned home Saturday. F 

The Mothers’ Circle of the kindergarten 
met with Mrs. C. S. Pruden last Thurs- 
day afternoon. 

The Xavier chapter Daughters of the 
American Revolution will hold the month- 
ly meeting with Mrs. C. D. Wood Septem- 
ber 11. 

Miss Margaret Elliott, 
the guest_of Mrs. John Printup, 
Wednesday for North Carolina. 

Miss Annie Belle Prather is the guest 
of friends in Cartersvile. 

Misses Pattle Swanson and 
Wright are visiting at Farrell, Ala. 

Miss Bellows, of Florida, is visiting 
Miss Estelle Wright. 

Dr. anr Mrs. S. R. Belk, of Marietta, 
were in Rome last week. 

Mrs. J. B. Carver and Miss Carver have 
returned from White Path, Ga., where 
they spent the summer. 

Misses Baker, of Atlanta, 
visit Miss Emmie Wright. 

Mrs. F. H. Rounsaville is in New York. 

Mrs. S. Orr, of Newnan, Ga., is the 
guest of Miss Mary Nixon. 

Miss Mamie Headden returned Thurs- 
day from Cartersville. 

Mrs. C. S. Sparks is home from a trip 
to Buffalo and Canada. 

Miss Edith Johnston, of Savannah, 
the guest of Miss Saidie King. 

Miss Margaret Wood complimented her 
Miss England, of Cedartown, 
with a lawn party on Tuesday evening. 


who has been 
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CONTENTS OF 2 RESIDENCES 


At Auction 


At 18 E. Hunter St. 


Next Door to the Lace House. 


TUESDAY, 
October 10th 


Two lots of fine furniture, carpets, 
moved to the above street and number, 
for convenience of public, one lot from 
Luckie and the other from South For- 
syth street, consisting of bed room suits, 
sideboard, wardrobe, dining table, chairs 
and rockers, Domestic sewing machine 
with all the attachments, Singer tailor- 
ing machine, refrigerator, hat rack, gas 
stove,cook stove. cooking utensils, lounge, 
lace curtains, shades, antique mahogany 4 
ost bed and other pieces of antique ma- 
bosaner furniture, crockery, glassware and 
silverware, table and bed jinen, pictures, 
clocks, lamps, iron cots, music stand, 
chiffonier, iron bed with brass trimmings 
and a brass bed costing $225 with canopy, 
absolutely to the highest bidder on ac- 
count of leaving the city. 


LEO FRESH, Auctioneer. 


REAL ESTATE FOR SALE. 


a i i 
FOR SALE—For a division among part- 
ners 25-aere tract of land with a rail- 
road frontage of 3,000 feet on W. and A. 
and Southern railway, opposite Van Win- 
kle’s, outside city IMmits; excellent man- 
ufacturing sites. M. Amorous, Bay- 
boro, Ga. 14t_ 
FOR SALE—My residence, No. 301 Peach- 
tree street. It is second to none in the 
city. Will make easy terms. 
increased my manufacturing interests in 
south Georgia, am forced to remain 
with them. This is my 
selling. Address G, V. 


. 
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Gress, Kramer, 
9-1-30t 


Having | 


only reason for |’ 


The lawn was beautifully lit with Japa- 
nese lanterns. Cake and cream were served 
the guests. Miss Wood received in a 
gown of .white organdie over blue. Miss 
England, wore white over yellow. 

Mrs, J. F. Harbour, of Atlanta, who has 
been visiting in Rome, returned home 
Friday. © : ‘ 

Mr. and Mrs. C. M. Harper are spend- 
ing several days at Farrill, Ala. 

Mrs. Jimmie Hillyer is home from Ashe- 
ville, N. C. 

eg Hattie Sayre is visiting in Carters- 
ville. 

Misses Lucile McGhee and Allie Glover 
are spending a few’days in Cartersville. 

Mrs, Arthur Sullivan has returned from 
a trip through Canada. 

Miss Lucile England, of Cedartown, is 
visiting Miss’ Margaret Wood. 


SPARTA, GA. 

Miss Susie Turner,‘ who has been the 
attract‘e guest of Miss Lillian Middle- 
brooks, léft for Atlanta Thursday morn- 
ing, where she will visit relatives before 
returning to her home in Tennille. 

Mrs. W. H. Ferguson and little son 
are visiting relatives and friends in 
Sparta. | | 

Miss Mamie Binion, after a very pleas- 
ant visit to frierds in Blakely and other 
places, has returned home. 


Misses ‘Annie: Lou. Waller, of Culver- 


ton, and Julia Whaley, of Mayfield, Ga., 
have been visiting Mrs. R.-H. Lewis dur- 
ing the past week. 

Mr. Foster Harley entertained a party 
of stags at 6 o’clock dinner Friday even- 
ing at his home, ‘‘The Hollies,’’ the fol- 
lowing being present: J. Warren Turner. 
Flournoy Middlebrooks, R. C. Wilson, G. 
F. Pierce, Harry Middlebrooks. 

Miss Lilly Burkhalter, of Warrenton, is 
the charming guest of Miss Bessie Varde- 


¥ Man. 


SPARTANBURG, S. C. 


One of the prettiest and most elaborate 
entertainments of the summer season was 
given Tuesday evening by Mr. and Mrs. 
W. H. Clark in honor of Mrs. W. E. 
Hasleton, an attractive guest from At- 
lanta. The veranda - surrounding the 
handsome home was artistically fitted up 
with pretty rugs, cosy corners and light- 
ed with Japanese lanterns, while the 
interior of the house was further adorned 
with decorations of handsome potted 
plants. Tables were arranged for pro- 
gressive logomachy and about forty 
guests, including young people and mar- 
ried friends enjoyed a lively game. The 
successful players were Miss_ Ethel 
Gibbes, of Columbus, ané@ Mr. Charles 
P. Ligon, and the prizes were a pretty 
picture and a box of cigars. The score 
was kept by tying vari-colored ribbons 
to unique conceits in tin representing 
crescents and stars. A tempting menu 
was served after the game. 

Mr. and Mrs. Charles H. Henry enter- 
tained about thirty young folks Wed- 
nesday evening in honor of Miss Marie 
E. Henry, of Greenville, S. C. Six- 
handed euc.:ire was the feature of the 
eve_ine and Miss Doar, of Charleston, 
ana Mr. James D. Campbell were the 
prize winners. 

There seems to be a general demand 
for another street carnival this fall and 
it has been decided to have one in Oc- 
tober. Regular committees will be im- 
mediately anvointed_to carry the work 
through. Much interest is being mani- 
fested in the selection of a king and 
queen and in the floral pvarade. 

Mrs. L. L. Ferris gave an informal 
but ‘very delightful euchre ‘party to a 
number of ladies Friday morning at Mrs. 
W. G. Haughton’s on Kennedy street. 

Miss Marie Henry and Miss Agnes Pet- 
ty went to Greenville today. 

Miss Nina Gelder is visiting Miss 
Gladys Fleming. 

Hon. and Mrs. R. M. Hitch, of Savan- 
nah, are visiting at Ocean Springs. 

Mrs. \v. S. Montgomery has. returned 
fro1i the .uffalo exnosition. 

Mrs. J. M. Magruder and children have 
returned from Canton, Miss. 


THOMASVILLE, GA. 

Mrs. J. F. Lamb has returned from a 
trip to the mountains of north Georgia. 

Miss Gussie Carroll, of Valdosta, 1s 
visiting. Mrs. John Grant. 

Mr. and Mrs. W. P. Coyle have moved 
to Texas to join their two sons, who are 
living in that state. 

Mrs. M. J. Davis and Miss Mattie Da- 
vis are back from an extended visit to 
friends in Pennsylvania. 

Mrs. G. W. H. Stanley is visiting at her 
old home, Mount Sterling, Ky. — 

Mrs. B. F. Betiman and Miss Belle 
Betiman are at home again after spend- 
ing several weeks in North Carolina. 

Mrs. S. G. MacLendon is visiting her 
sister, Mrs. Francis Fountaine, in At- 
lanta. 

Mr. J. B. Chisholm and Miss Fannie 
Chishom have returned from North Car- 
olina. Mrs. Chisholm will remain several 
weeks longer. 

Miss Kate Hinson is visiting in Monte- 
zuma. 

Mr. and Mrs. W. E. Cochran have re- 
turned from Ginder Springs, Kans. 

Miss Florence Ashley, of Valdosta, 
visiting Mrs. Y. V. Peasley. 

Mrs. S. L. Mallard is visiting relatives 
in Kirkwood. 

Miss Mattie Merrill has returned from 
MacMinnville, Tenn. 


TUSCALOOSA, ALA. 


Dr. and Mrs. W. F. Melton were the 
guests at an enjoyable caroms party 
last Friday night which was given in 
honor of their guest, Miss Tazzie Mc- 
Kenzie, of East Lake. T%e lady’s prize 
was won by Miss Myrtle Simmons, of 
Courtland, while Messrs. R. T. Nabors 
and Holt Anderson, of Montgomery, tied 
for the gentleman's prize. The former 
was a beautiful water color head done by 
Mrs. Melton, and the latter, which was 
drawn by Mr. Nabors, was a dainty silver 
and mother of pearl paper knife. a: es 
Ormond won the gentleman's booby prize 
and Miss Mary Howell Nabors the lady’s 
booby. 

Mrs. J. W. McCallum and little daugh- 
ter dre spending a week or two with 
Knoxville, Tenn., relatives. 

Miss Annabell Pearson has returnei 
from Windham Springs. 

Miss Lucile Cox, of Atlanta, has been 
the guest of Miss Sue Buck. 

Miss Katherine Dudley, of Henderson, 
Ky., is the guest of her sister, Mrs. Henry 


Fitts. 
Miss Mattie Bo'ton, who has been the 


is 


-guest of her friend, Miss Mary Baker, 


has returned to her home in Moundville. 

Professor and Mrs. T. W. Palmer have 
returned from a visit of some weeks to 
relatives in Union Springs, Ala. 

Miss Nellie Botter. of Mobile, 
guest of Mrs. Alex Simpson. 

Miss Tazzie McKenzie has returned to 
her home in East Lake after a visit to 
Dr. and Mrs. W. F. Melton. 

Miss Alma Gluck, who has been at 
Chautauqua, N. Y., for some time past, 
has returned home. 

Mr. and Mrs. F. M. Turner have re- 
turned from a visit of some days to 
Otney, Ala. 

Mr. and Mrs. Robert G. McCants, of 
Marietta, Miss., have been the guests of 
Tuscaloosa friends. 

Mr. and Mrs. J. I. Harrison have re- 
turned from their summer trip to the 
east. 


is the 


WEST POINT, GA. 

Miss Susie Hayes, of Atlanta, is visit- 
ing friends here this week. Miss Hayes 
was formerly of this place and has many 
friends here who are always glad to wel- 
ccme her to West Point. 

Miss Kate Meadors, of Cusseta, Ala., 
is the guest of Miss Ellen Wallace. _ 

Miss Carrie Hill, who has been spend- 
ing several months visiting relatives in 
California, has seturnei home to the de- 
light of her many friends. 

Miss Carrie — Griggs has returned 
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INVESTMENTS: MUNICIPAL AND CORPORATION BONDS 
At Prices to Net Investor 4 1-2 to 6 Per Cent. 
ROBY ROBINSON, ATLANTA: OA. 


home from a lengthy visit to her brother, 
Professor A. W, Grrigs, at Marlin, Tex. 
On her return home she spent several 
days with relatives in Birmingham, Ala. 

Miss Emma Adams is entertaining 4s 
her guest this week her cousin, Miss 
Emma McIntosh, .9f Thomasville, Ga. 

Miss ‘Mary Johnson left Thursday 
morning for Newnan, where she will visit 
her friends, Misses Hardaway and Hun- 
ter. From Newnan she will go to Col- 
lege Park, where she will resume her 
studies at Cox college. 

Miss Mabel Horsely, of Waco, Tex., 
who has been spending the summer at 
Oakhurst, is now the charming guest of 
her cousin, Miss Martha Horsely. 


VALDOSTA, GA. 


Miss Ora Lee Smith, of Cleburne, Tex., 
who spent a month or two with relatives 
and friends in this city, has returned to 
her home. 

Mrs. J. M. Wilkinson and her daughter, 
Miss Marion. who have been spending 
a month at Tate Spring, have returned 
to the city. 

Mr. and Mrs. 8S. L. Varnedoe, of Tamna, 
are visiting relatives and friends in Val- 
dosta. 

Miss Maevie Parrish has returned from 
a month’s stay at the mountain resorts 
of North Carolina. 

Mr. M. A. Briggs and daughter, Miss 
Emile, have returned from a Visit to the 
Pan-American exposition. 

Miss Hennie Glover, of Iawkinsville, 
is visiting her sister, Mrs. J. W. Oberry, 
of this city. 

Miss Helen Gover, of Baltimore, is v.s- 
iting Mrs. J. O. Varnedoe, of Valdosta. 

Misses Lilla Whittington and Daisy 
Mann are attending the conference of 
the woman's Missionary Society -’ Fitz- 
gerald. 

Mrs. W. P. Dorough, who has been 
spending some time in north Georgia, re- 
turned home on Wednesday. 

Mrs. F. A. Coburn is spending some 
time with relatives in Savannah. 


WARRENTON GA. 

Mrs. Liljie Hall Walker has returged to 
her home after an absence of several 
weeks among relatives in Conyers and 
Atlanta. 

Mrs. J..Fred Allen spent several days in 
Augusta last week. 

Warrenton society is delighted to again 
welcome to its circle Miss Margaret H. 
Puryear, of Augusta. Miss Puryear has 
been assistant teacher in our school for 
two years and by her amiability of dis- 
position has won many friends. 

Miss Clara Mae Smith has gone to Hef- 
lin, Ala., where she will assume her du- 
ties as teacher of a music class. 

Mrs. James Harper and her daughter, 
Miss Elizabeth, of Augusta, and Misses 
Carrie and Mamie Dent, of Waynesboro, 


are guests at the home of rs. 
Whitehead. a. aM 


4 WAYCROSS, GA. 

number of Waycross youn eople 
went out to Ruskin Gast alaht tn ote 
riages and enjoyed the dance at the 
Ruskin pavilion. | 

Mr. and Mrs. J..T. Beaton have re- 
turned home from “Indian Spring. 

Miss Annie Geiger is expected home 
from Tampa, Fla., next week. 

Mrs. J. D. Rousseau, of Savannah, is 
visiting her daughter, Mrs. J. E. Dickens, 
on Brunelle street, 

Mrs. H. P. Brewer has returned home 
from Cartersville. She was called home 
earlier than she expected by the illness 
of her husband. 

Miss Effie Jackson has returned to her 
home in Paterson, after a visit to her 
grandmother, Mrs. Gormon, on Craswell 
street. 

Mrs. R. P. Izlar and children aré@ ex- 
pected home next week. 

Mrs. H. L. B. Wiggins has returned 
home from a visit to Brunswick. 

Miss Beulah Knight will spend a few 
weeks at Tallutah Falls. 

Miss Virginia Lyons is at home again 
after a pleasant visit to relatives at 
Ty Ty. ; 

Mrs. G. G. Parker and children have 
returned from a trip to McDonald. 

Miss Lydia Snowden is visiting her 
friend, Miss Helen McIver, in Savannah. 

Miss Mamie Anthony left on Monday 
for Waresboro, where she has accepted a 
position in the Ware institute. 

Miss Mary Richardson, of Macon, vis- 
ited in Waycross this week. 

Miss Mayday Dekle, of Brunswick, 
visiting her sister, Mrs. H. A. McDhee. 

Miss Mattie Baum is the guest of Dr. 
and Mrs. A. L. Avant this week. 

Dr. and Mrs. J. H. Redding have as 
their guest; Miss Flora Dancey, of Sa- 
vannah. 

Miss\ Bessie O’Brien left this week for 
a \isif{ to her old home in Charleston. 

Mrs./ D. P. Beal left on Wednesday 
mdérning for Palatka, where she will visit 


is 


. W. E. Tuck has gone to Atlanta, 
where she will spend a month visiting 
relatives and friends. 

Miss Carrie Morris has been visiting 
at the beautiful country home of Mr. 
and Mrs. T. J. Darling. 

Mrs. Walter Lyons and children will 
spend the remainder of the month at 
Tallulah Falls and Cornelia. 

Mr. and Mrs. W. J. Hodgson have re- 
turned from White Springs, la. 

Miss Lucy M. Thomas is at home again 
after spending the summer with her pa- 
rents at Oxford. 


WASHINGTON, GA. 

Miss Reba Irvin returned Saturday 
from a stay of several weeks with friends 
in Atlanta and Lithia Springs. 

Miss Effie Hill entertained a large num- 
ber of friends Friday evening in honor 
of her ninth anniversary. 

Mrs. Edward McCandless and Miss Ed- 
na McCandless’ returned to Atlanta 
Thirsday after spending the summer 
with Mrs. Jane J. Hill. 

Miss Irene Hill left Monday for Kan- 
sas City, Mo., where she will take a 
course in the Scarritt Training school, 
preparatory to becoming a missionary to 
China. 

Mrs. Belle Hill King has returned from 
a visit to Mrs. B. A. Neal at Elberton. 

Miss Marie Stewart and Miss Katie 
Williams, of Atlanta, who have been the 
guests of Mrs. T. M. Fitzpatrick for sev- 
eral weeks, have returned. 

Mrs. George P. DuBose, of Washington, 
D. C., is the guest of Mrs. Henry O. Col- 
ley. 

Miss Kathleen Cviley left Tuesday for 
Atlanta to resume her duties as tutor 
in the Washington seminary. 

Mrs. Charles P. Hall, of Macon, who 
has been the guest of Miss Cornelia 
— for several weeks, returned Thurs- 
ay. 

After spending the summer with Miss 
Ethel Almand, Miss Sadie Hale returned 
to Conyers Thursday. 

Mr. and Mrs. Charlies R. Smith returned 
this week from a month’s stay at Bar- 
nett. 

Mrs. Stephen R. Palmer returned Sun- 
day from Atlanta, where she was the 
guest of Mrs. H. B. Tompkins- 

Miss Sarah. Elizabeth irvin returned 
Saturday from Augusta. 

Miss Ethel Sudiow left Saturday for 
Charleston. 

Mrs. I. E. 8h 
ing the family 
Spring street, 
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who founded and maintain this republic. 
They are a set of foreign vermin, ex- 
pelled by the best public opinion of Eu- 
rope from their birthplaces, seeking to 
carry out their creed of anarchy and 
blood in America. They deserve to be 
treated as vermin and exterminated by 
any method that can be devised. We 
may look to see this red-handed assassin 
go to his trial, boasting of his deed and 
declaring that he was an apostle of lib- 
erty, rejoicing in the notoriety that his 
crime has brought him, and having no 
remorse for his bloody deed, thus posing 
as a martyr in the eyes of the horde of 
anarchists who infest some of our cities 
as well as European cities. The states- 
manship of this day ought to be able 
to find a way to strangle the bacilli of 
anarchy as well as hang the anarchists 
before they are more firmly rooted in 
America. The laws against such pests 
cannot be too stringent or too strenuous- 
ly enforced. 


McKinley’s | Struggle. 


(From The Charleston News and Courter.) 


William McKinley is and has ever been 
aman of peace. Fighting gallantly up 
from an humble beginning to the leader- 
ship of the greatest of the world’s na- 
tions, he has emerged from the fierce fire 
which must often have menaced him, 
singularly pure. As citizen, statesman, 
president, he has realized much of the 
ideal conception of what American man- 
hood can be and should be. As the sphere 
of his opportunities and duties has wid- 
ened, he has met the exigencies of every 
situation with unfaltering steadfastness. 
His personal integrity has ever remained 
unimpeached. Advocating oftentimes 
principles keenly repugnant to those held 
by millions of his fellow citizens, he has 
never forfeited the respect and admira- 
tion! of his opponents. Exercising a pow- 
er which circumstances accorded to none 
of his predecessors, he has not discredited 
himself nor his people. Few, if any, pres- 


idents of recent times have enjoyed a | 


more universal or a more unstinted meas- 
ure of public confidence. The sympathy 
that will go out to him and his will be as 
wide as the universal; and in no section 
of this nation will it be more spontaneous, 
more profound, more heartfelt than in the 
south. 

In his public and private life he has ex- 
emplified the best type of citizenship sus- 
ak Aeaboing of development under free insti- 
utions. 


Words Are Weak. 
(From The Baltimore American.) 

Indignation does not express the Ameri- 
can idea of such a crime. It is so antag- 
onistic to all our-conceptions of right, so 
at variance with all the principles upon 
which this government is founded, that 
men are at a loss for words to express 
their feelings concerning it. Such a erfme 
goes to the extreme limit of human pas- 
sion, doing a great and wicked wrong not 
only to the victim, whom it throws ona 
bed of pain and leads perhaps to death. 
but to the whole nation as well. What 
could the life of the wretch who fired the 
bullet in the Temple of Music at Buffalo 
yesterday count in the scales with the 
life of President McKinley, which he has 
so seriously endangered? What equitable 
punishment can the law mete out to such 
a wretch for such a deed? There is none. 
His crime is one with which justice can- 
not cope, one which the mind cannot con- 
template without repugnance and un- 
speakable horror. 


An Assault on Civilization. 
(From The Memphis Commercial-Appeal.) 

The attempt on the life of President Mc- 
Kinley is not only an attempt on the life: 
of the first citizen of the first country of 
the world, but it is also an assault on 
civilization itself. It was inspired and 
varried out by those who do not under- 
stand or oppreciate the philosophy of our 
government, and who have put themselves 
beyond the pale of our national life by 
placing themselves in hostility to our na- 
tional institutions. 

The occurrence of yesterday should give 
the American people pause. We find our- 
selves face to face with an element in the 
life of our country which must be crush- 
ed out. We are far from advocating mob 
law, but if the existing laws are found 
to be inadequate to meet the exigencies 
of so terrible an occasion, the people 
have every right to appeal to the higher 
law within themselves and exercise their 
right in self-defense. This anarchistic 
spiric should find no room in this country, 
and those who breathe it should be driven 
from us if nowhere else than into the 
sea. They are foreign to American soil 
and should not be permitted to- land in 
this country. Professional anarchists 
should be treated as wild beasts, no mat- 
ter what their number or influence. They 
should not be allowed to jeopardize the 
fives of our people or tear down the edi- 
fices of our civilization. 


It Was a Blow at Liberty. 
(From The Nashville American.) 
The mind of every worthy American 
citizen is filled with a sense of humilia- 
tion, resentment and regret over this 
national tragedy. That in this free re- 
public the head of the government, 
chosen by the people, who should and 
who did feel himself free to safely meet 
and mingle with his fellow citizens, 
should be shot down like a dog in the 
midst of a public reception, where all cit- 
izens were free to lat him, as is 
the custom in this democratic country, 
is one of the most regrettable crimes 
which could be,ycommitted. No matter 
what the name or the party of the pres- 
ident, he is the president of the United 
States, and when he is assaulted the gov- 
ernment which a free people have estab- 
lished is assaulted, and every intelligent 
citizen of the government feels himself 
attacked through its head. Such a crime 
is a blow at liberty, at law and order and 
overnment itself. It can destroy neither, 
ut too often repeated its natural result 
will be a stronger government. It is a 
crime of which only a fool or a madman 
can be guilty. It is an exhibition of that 
mad spirit of anarchy which lurks among 
us and the object of which is murder, 
and destruction of the things that are. 


How to Deal with Anarchists. 
(From The Jacksonville Times-Union.) 
An anarchist has attacked the Ameri- 

can people through their president. The 
would-be assassin had but one fault to 
find with the president. He did not at- 
tempt to kill him on account of opposi- 
tion to his policies. Men who opposed his 
policies voted against them last vear, 
and will vote against them again. The 
attempt to murder was not inspired by 
personal dislike. President McKinley is a 
kindly man, who keeps the good will even 
of the men who most bitterly oppose him. 
He was not shot in the interest of human 
liberty because he was a tyrant. He 
has never been tyrannica!. His critics 
have blamed him rather for his pliant 
nature than for any tendency to despot- 
ism. 

In attacking the president the would-be 
assassin has attacked the American peo- 
ple, for he attacked him because he was 
their representative, and yet the deed 
was more wholesale in its malignity than 
even an attack on the American. people 
would be. It mattered not what the na- 


tion was of which he was the chief ex- 
- ecutive officer. The attempt to murder 
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him was made because he represented 
law, because he stood for government as 
arainst anarchy. 

It is the boast of the 
his country is the land of the free. This 
is a’ matter for honest pride, but the 
difference hetween freedom and license 
should be kept clearly in mind. Ameri- 
cans have the guarantee of freedom of 
ovinion, but an exception should be 
made of the anarchist. There is no rea- 
son with anarchy. Its tenets are: not 
submitted to vote. They do not recognize 
the rieht of the majority to rule. Thev 
do not recognize rule of any kind. They 
teach murder, and glory in it. They ov- 
pose all law. all order, all rules of every 
kind that would protect the weak by re- 
straining the strong. 


The Three Assassins. 
(From The Chattanooga Times.) 


It is some comfort to realize that Bodéth 
was born in England and had the tem- 


American that 


gosz is virtually a native of Poland or 
Hungary. 


Was Safe in New Orleans. 
(From The Picayune.) 

“The people of this city at least rejoice 
that on their soil and in their midst the 
president was safe, and so he was in 
the entire south. Indignation is _ verv 
great here, and sorrow is sincere and 
profound. The people of New Orleans, 
when they had seen the president face 
to face, and he had eaten their bread and 
salt, 
esteem as a fellow citizen, as well as 
the republic’s chief executive, and thev 
deeply grieve at the. evil that has be- 
fallen him. They give him and his lov- 
ine and lovely wife profound sympathy. 
and they earnestly pray that he may 
be healed of his wounds and live to enjov 
for vears to come the high esteem in 
which he is justly held. ‘ 


Treat Them As Mad Dogs. 
(From The Raleigh Post.) 


It has been openly and $$ frequently 
boasted that an organization exists, hav- 
ing its headquarters in Paterson, N. J., 
whose sole object is the assassination 
of the chief officers of the various gov- 
ernments of the world. So bare-faced is 
this so-called organization, but an infa- 
mous conspiracy of human fiends, that 
recently the surviving members felt 
‘“‘free’’ enough to hold an open meeting 
celebrating the violent killing of Italy’s 
kine bv one ot its members. 

Are these creatures any more to be 
tolerated or allowed to go at large than 
mad dogs? 

Are they 
ciety? 

It seems that this land whose people 
have gloried in its freedom from the 
treacheries and crimes which infest at 
least some of the foreign countries is 
rapidly developing. by the absorption of 
the offscouring of Europe, the same 
baneful conditions. 


Give Them the Rope. 
(From The Augusta Herald.) 

The anarchists have been hunted from 
Europe by the powers. That hunting 
this band of murderers is just no one 
need question. They should be hunted, 
jailed and punished. The fact that they 
are anarchists should be sufficient to con- 
demn them. Why wait until they have 
killed a king or shot a president? 

On the head of every one of these mur- 
derous, plotting wretches there should 
be a price. A proclamation to end them 
should read ‘‘dead or alive,”” and the 
former should be preferable. Paterson, 
N. J.. has for vears been a disgrace to 
America. Here all the vice-scrapings of 
Europe have congregated and under the 
name of liberty plot to kill and murder. 
The lagt one of these wretches should 


. 
not more dangerous to so- 
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perament of an Italian; that Guiteau was | 
of French name and descent; that Czol- | 


came at once to hold him in high |; 
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be rounded up right away and punished. 

Anarchy is ef itself opposed to govern- 
ment and anything or anybody which op- 
poses established government is traitor- 
ous. Therefore, make anarchy a crime 
equal in magnitude to treason and apply 
the same remedy in. each. Conversion to 
true principles is never to be expected of 
this beer guzzling, immortal, blood-thirsty 
crowd, and extermination is the only fate 
that should be meted out to them. If 
necessary, give them the extreme penalty 
sooner than let them go forth and murder 
another king of a friendly nation or stab 
to death a good empress, who loved ali, 
was charitable and good. Let them thrive 
a little longer, gaining in brutality and 
losing reverence for law and the time 


i will then cdme when it will be unsafe for 


the president of the United States to go 
among his people. 


The Most Popular President. 


(From The Birmingham Age-Hera!'d.) 

The stricken president is perhaps the 
most popular man that ever filled tha 
presidential office. He has none of the 
obstinacy of Grover Cleveland, none of 
the egotism of Benjamin Harrison. At 
every turn he has consulted publie¢ opin- 
ion, and he has never set up his judgment 
against it. Some have declared him an 
opportunist because of this desire to meet 
public sentiment, but the country has we!l- 
comeéed opportunism after the stiff-necked 
administrations of Harrison and Cleve- 
land. Opportunism may not always be 
best, but In«a government based on the 
consent of the governed it is very logical 
and very reasonable. At any rate, it has 
made Mr. McKinley a popu'ar and beloved 
president, and yet it did not save him 
from an assassin’s bullet. This renders 
the assassination of Mr. McKinley doubly 
sad, showing as it does that no man in 
the high office is for a moment secure 
against these modern foes of all law, all 
order and all society. 


The Country Loved Him. 
(From The Baltimore Herald.) 

The terrible occurrence at Buffalo yes- 
terday wild result in a demonstration cf 
the unity of this country as it has never 
been shown before. 

There will be an outpouring of sympa- 
thy from all portions of the country that 
will illustrate most forcibly that section- 
alism in its old-time meaning is dead, and 
that the people of the United States are 
one people, entertaining an equal respect 
for those who occupy the executive wuf- 
fices of the country. 

No president since the war has con- 
tributed as much as has President Me- 
Kinlev to the wiping out of sectional) lines, 
and it is one reward of his broad-mind- 
edness, liberality and love of country that 
the whole people esteem and admire him 
as a public official and as an exemplifi- 
cation of the highest order of American 
citizenship. 

Permanent Muscular Strength can- 
not exist where there is not blood 
strength. Young men giving attention to 
muscular development should bear this In 
mind. Hood's Sarsaparilla gives blood 
strength and builds up the whole sys- 
tem. 
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‘There is still a large number of elegant 
people at Tate Spring, E. Tenn., “The 
Carlsbad of America,’ to remain during 
September and October, as so many people 
are learning these are the most pleasant 
months there. The accommodations, fares 
and care same; music, dancing, bowling, 
riding, etc., then the rates are about 2 
per cent lower. 


i. 
—— 


School Books now on sale at John M. 
Miller Co.'s Book Store, 39 Marietta street, 
at the same Tice as given at school 
houses. 


Anywhere in the United States. 
I can place year. otra in an 
or m ne 
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» M’CONNELL WILL: 
HEAD MISSION BOARD 
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, telegram was. received: yesterday af- fa call to the secretaryshi 
/ by the Rev. Dr. W. W. Lan- f{ Connell. en 


um, pastor of the First Baptist church/ 
ythis city, announcing the acceptance 
by: the Rev. Dr. F. C. McConnell, of 
‘Lynchburg, .Va., of the secretaryship: of 
‘the home migsion board of the Southern 
(Badtist convention. The telegram was 
nt to Dr. ndrum by the members 
the comlimittee appointed to go to 
achburg: to confer with Dr. McConnell 

to ‘his acceptance of the call. 
yk or, FO. maCoonell Se ee 
; tQe.- Bap&s t church. o yoch- 
huty. cod A be: the most prominent 
Of that faith in the Vir- 
At a meeting here of the 
board on Tuesday last by a 
‘vote it was decided to extend 


whe seene at Dr. McConnell’s church 
in Lynchburg when the announcement 
of his determination to go to the new 
field was made is said to have been most 
} impressive. Dr. McConnell is regarded 
|, 48 one of the strongest and most elo- 
quent of the ministers of the city he is 
about to leave, and it was against the 
Solicitation of his flock that he 
accepted the call. His annouficement 
that he would leaye his present congre- 
Was received amid the tears of the 
members.,. 
| .It is expected that the new secretary 
1 arrive here at an earty: date to ‘as- 
sume the duties of his position. The 
position to which he succeeds was made 


vacant by the death o x d 
| Heentoot. , f the Rev. Dr 


CONTESTANTS ARE 


> OUT T0 HUSTLE} 


Much Activity Will Bo Witnessed tn 
__ Contest Circles This Week. 


ANTEREST IS MANIFESTED 


;Many Coupons Received Through the 
\,, Mail—Indications Are That a 
2. LargesVote Will Be Polled 
in Wage Earners’ 
+ Contest. 


Contestants in The Constitution's big 
‘tén-trip #oupon: contest have about com- 
pleted the work of lining up their forces, 
and they will now settle down to business. 
| present week will witness much ac- 

vity in contest circles. 

Already . large mumbers of coupons are 

ring fee: the eontest department in 

e Constitution office, which is evidence 

t the contestants are hustling. Many 
f the coupons are received through the 

l, which shows ‘that much interest is 

ng manifested in the contests outside 
f Atlanta as well as in the city. 

It is expected that the list of contest- 

its will be augmented this week by other 
entries. As the interest spreads through- 
out the various sections of the state, there 
is little doubt but that many citizens will 

ecome imbued with a desire to win one 

the: trips. All of the contestants are 

their efforts to win first prize, 

which means a trip to any portion of the 

nited States to be selected by the winner, 

nd this indicates ‘that a large vote will 
@ polled.. 

Not only are the contestants themselves 

the hustle, but their friends are aid- 


coupon that 
. is taken posses- 


Tonight the Lyceum theater will offer 
a8 its attraction one of the best bilis of 
that is, if the individual merit 
eanda@ every performer announced 
amounts to anything, as the 
entire programme is made up of the best 
er i to be had in the vaudeville. field. 

he géeliuine headliner of the bill will be 

he well-kpown farca.comedy duo, Char- 
ley (Grapewin and Anna Chance, who en- 
Joy the reputation of belng two of the 
most. capable fun*makers in vaudeville. 
he sketch they will present here is the 
same that has been used in the other met- 
ppolitan houses and which has been 
mounced by all the leading critics 
hroughout the country to be in full keep- 

& with its catchy title “Above the 
Limit." This act alone will by no means 
complete the merit of this bill, as Swift 

nd Huber also have a reputation as fun- 

nakers and will be remembered as the 
featured attraction with the Primrose and 

West minstrels several seasons ago. Both 
are clever musicians and their comedy 
work is said to be the funniest of any 
black-face musical team on the stage. 

Good- acrobatic’ work is always appre- 

lated, and for this style of entertain- 
yment a genuine novelty has been provided 
un the engagement of the famous Jap- 

ese troupe, ‘The Nanbas,’”’ who claim 
to have in their troupe the only lady 
Jananese trapeze performer in the world, 

nd. whose daring mid-air evolutiogps are 
said to be thoroughly asfounding. 

The second novelty will be the first ap- 
pegranca in this city of the renowned 
marksman and equilibrist, “Kit Koster,’’ 

rho will, while suspended high up in the 
afr.on aysmall wire, demonstrate his skill 
aS an expert rifleman. His turn is said 

» be very sensational. 

With Stuart Barnes the singing come- 
ian, “and Hendrix and Prescott, dancers, 
this will..complete the vaudeville pro- 

mme in the theater. For the garden 
rogramme the Neapolitan Quirtette and 
’Theodore Martin’s superb orchestra will 
furnish the amusement and will of course 
be well taken care of. 


The popular and winsome little actress, 
fUna Clayton, and her company, will hold 
he boards of the Columbia tonight and 
ali tRis *week, presenting a repertoire of 
ighly successful plays produced for the 
first time this season at popular prices. 
company supporting Miss Clayton is 
trong and evenly balanced. Some of the 
rtists engaged are Mr. Frank De Leon, 
ne of the best known and popular come- 
jins in the south; Mr. Francis Morey, 
\Guy Hitner, late of De Omand-Fuller 
Company; Kenan Buel, second season 
ywith the company; Harry Lane, James D. 
Leftwich, Annie Davis, Nettie Ford, of 
pthe Northern Stock Company; Kelffer and 
Fre age pee comedy sketch artists, singers 
and daticers. The opening bill will be 
'“Little Miss Military.’’ Matinees on Wed- 
mesday and Saturday. 


“McFadden’s Row of Flats’’ will be seen 
at the Grand Tuesday matinee and night. 
The play has been entirely rewritten and 
many new and funny features, together, 
(with new and sparkling music, novel spe- 
cialties and a much larger chorus of 
pretty and shapely girls arrayed in the 

tasty costumes. The scenery is new 
‘and more elaborate than ever. Our old 
‘friends, “George and Alex,” the Yellow 
Kids, still remain to make the multitude 
roar with laughter. The matinee prices 
wilt be 25 and 50 cents. 


Murray and Mack, who come to the 
MGrand Wednesday and Thursday wjth a 
mew version of their rattling farce, 
| "Shooting the Chutes,” are winning new 
laurels every week. They have in *‘Shoot- 
fing the Chutes” a good comedy, which, 
‘while unfolding a hilarious story, affords 
ample opportunities for the introduction 
of specialties. The company is strong 
musically, and well supports the able 
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POLIGE RAID THE 
SUNDAY. SELLERS 


‘Seven Cases Made Against Merchants 
Por Violating Sunday Law. 


BLIND TIGERS WERE ALERT 


Officers Failed to Locate Any Sun- 
day Liquor Sellers-—Merchants 
Arrested Declare Them- 
selves Innocent of 
the Charges. 


= 


The police raided a number of places 
of business yesterday for selling goods 
on the Sabbath. Seven arrests were made 
and the defendants will be arraigned in 
the recorder’s court this afternoon, 

It was also intended yesterday to rafd 
the blind tigers, but the tigers seemed 
to have gotten scent of the sleuths and 
had one eye open. It had been reported 
to the police that there were a number 
of persons @uying beer and whisky Sat- 
urday night for Sunday blind tigers and 
the raid was decided upon. Every place 
to which the officers went was closed 
and as quiet as if it was an ancient cata- 
comb. 

“They have got wind of the raids,” 
remarked the officer in charge of the 
squad, “‘and we will wait a bit.”’ : 

The next step. was to catch up with 
the merchants who were violating the 
Sunday law. 

Officers in citizens’ clothes visited all 
the small stores that were open and at 
seven places goods were easily bought. - 

Those against whom cases were made 
were: 

MM. Cohen, 103 Decatur street. 

org! 4 Boucell, 2144 Edgewood avenue. 

a 


r) 
ell Kolis, 74 gewood avenue. 
Masseller, Decatur street. 

C. Carambincis, corner Courtland ave- 
nue and Edgewood avenue. 

J. E. Orawford. 


ae r 
William Nivens. 
The officers makin 

Bone, Green, Myers, 
Rosser, 


the cases were: 
well, Pounds and 


bought Such goods as 
aceo, “onions 


eS 
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lard. 
”“ Edch of the defendants has an excuse 
and all deny that y intentionally solid 
goods on Sunday. 
WINNERS IN THE 


BASS CO, CONTEST 


The two lucky contestants for the free 
trips to Buffalo and the Pan-American 
‘exposition offere@ by the Bass Dry Goods 
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MRS. JULIA HARRIS. 
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Company are Mrs. Julia Harris, of 7 
Killian street, and Mrs. John Keiley, 18 
West. Peachtree street.. 

Hundreds of people in this city and the 
surrounding country have far weeks past 
been gathering up the coupons issued. by 
the Bass company, and thousands of these 
coupons have been received in lots of 
hundreds and thousands. 

Mrs. Harris led in the contest with an 
even 5,000 coupons, while’ Mrs. Kelley was 
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MRS. JOHN KBILDY. 
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a good second with 4,159. Dozens of oth- 
er contestants were close behind the win- 
ners and the excitement and enthusiasm 
ran high during the last few days of cou- 
pon gathering. ' 

The winners in this contest will go over 
the Southern railway and its connections, 

Washington, and will visit B 
American exposition 


NAMED BY MOYERS 


mary Election. 


MEMBERS ORGANIZE TODAY 


This Committee Will Appoint Maz- 
_ agers and Clerks for Polls and 
Will Assess : the Candi- 
dates for Cost 
of Election. 


Colonel W. T. Moyers, chairman of the 
city executive committee, has appointed 
the sub-committee to take charge of the 
detafis of the primary election,” which is 
to be held on the 2th of this month. 

The sub-committee, which was named 


composed of the following named gentile- 
men: 

J. RB. Smith, first ward; F. M. 
Potts, second ward; John McCul- 
lough, third ward; W. D. Thomson, 
fourth ward; Thomas Wynn, fifth 
ward; Harry Stearns, sixth ward, 
and E. C. Atkins, seventh ward. 

The committee has been requested to 
hold a-meeting this afternoon at 3 o'clock 
in the council chamber for the purpose of 
organization. Colonel Moyers will be 
present during the meeting of the mem- 
bers of the sub-committee, and a chair- 
man for that committee will be selected. 

Colonel Moyers has notified Secretary 
W. J. Campbell, of the city executive 
committee, of the appointment of the 
sub-committee, and has requested that 
each appointee tbe asked to attend the 
meeting, which is scheduled for this af- 
ternoon at the city hall. 


Will Assess Candidates. 

Upon the sub-committee will cevolve 
the work of preparing for and holding 
the city white primary. It is this com- 
mittee which will assess the various can- 
didates for their share of the cost uf the 
election. The committee will also emrloy 
all the mranagers and clerks for the polls 
and will also supply the official oallots to 
be used in the election. 

As soon as the committee has teen or- 
ganized it is probable that the business 
with which it will be charged, will be 
taken up and disposed of at the earliest 
possible date. The time intervening be- 
tween the meeting tfiis afternoon and the 
day for holding the primary is so fhort 
that considerable work must be accom- 
plished without delay. 

The following is the official notification 
of the appointment of the sub-committee, 
which Colonel Moyers sent to Secretary 
Campbell Saturday night: 

‘Hon, W. J. Campbell, Secretary, City. 
~Dear Sir: The sub-committee for the 
primary election of the 2th instant, 
whose appointment and duties are pro- 
vided for in the resolution of the city 
executive committee, adopted Augst % 
last, is as follows: 

“J. R. Smith,. of the first ward; F. M. 
Potts, of the second ward; John ‘M2Cul- 
lough, of the third ward; W. D. Thom- 
son, of the ‘fourth ward; Thomas Wynn, 
of the fifth ward; Harry Stearns, of the 
sixth ward, and B. C. Atkins, of the sev- 


th ‘d. | 
~ aa notify these gentlemen of their 


appointment and request that they mect 
‘the council chamber at 3 o’clock p. m., 
onday, ptember 9, for the purpose of 

organization. I will be present and the 

chairman’ of the sub-committee wil] then 

ble selected ae = those nen 
7 ; ’ ery respectfu 

mney apres Tew. iT. MOVERS, 


‘Chairman City Executive Committee.”’ 
FLAG WILL FLY AT CITY HALL 


Pole, Thirty Feet Tall, to Be Erected 
At an Early Hour This 
Morning. 


At an early hour this morning a flag- 
staff 30 feet tall will be erected on top 
of the city hall building. 

From this pole will fiy an immense 
American flag, one of the largest in the 
city. It measures 20 by 10 feet and was 
the biggest that the public buildings and 
grounds committee of council could find 
for sale in Atlanta. 

It is not the intention of the committee 
to have this flag flying all the time, but 
it will be hoisted only on special occa- 
sions, 

While the president remains in a dan- 
gerous condition it is probable that the 
flag will be kept flying during the day, 
and should the unexpected happen, it will 
be placed at half-mast in honor of tie 
country’s chief executive. 

Months ago council made an especial 
appropriation for a flag and pole for the 
city hall building. Up to this good hour, 
however, no pole and no flag had been 
secured. On last Saturday the public 
buildings and grounds committee of coun- 
cil decided that the city’s building should 
mo longer remain without an ensign, and 
plans for securing the flagstaff were at 
once arranged. 


CONCHA IS IN A PRISON CELL 


Unfortunate Lunatic Is Confined 
Because She Is Very Violent 
and Dafigerous at Times. 

Poor Concha Balaguer is in a cell at the 
police barracks. She has become so wild 
and dangerous in her maniacal spells that 
the police matron and the chief of police 
have deemed it best for her to kecp her 

safely confined. 

The unfortunate woman’s mind gets 
weaker and weaker and her spells of lu- 
nacy become more frequent and violent. 

The chief of police is still waiting to 
hear from the governor of South Carolina 
about the case. If South Carolina does 
not give the woman shelter in the lunatic 
asylum Chief Ball will be at his rope’s 
end. 


GRAND JURY TO MEET. 


Will This Morning Begin the Bus- 
iness of the Fall 
Term. 

The grand jury will meet this morning 
and begin the business of the fall term. 

Much business has accumulated during 
the summer and the sessions promise to 
be busy. One of the most important 
matters before the jury is a recommenda- 
tion from the spring term grand jury 
that it further prosecute the investiga- 
tion into reported corrupt methods in 
municipal matters. It is not known 
what action the jury will take on the 
recommendation. 

Another matter of public interest will 
be an investigation into the murder of 
Patrolman E. H. DeBray. 


Removal of a Cataract. 

Hon. K. D. Little and wife, of Eaton- 
ton, are in the city. Mr. Ldttle is one of 
the most substantial citizens of Putnam 
county. He came to Atlanta for the re- 
moval of a senile cataract which had 
formed upon his eye. Although over 70 
years of age, he bore the operation, per- 
formed by Dr. J. M, Crawford, with the 
gtea ortitude “be 


SUB-COMMITTER 


Will Have Charge Of the White Pri-. 


at a jate hour Saturday evening, will be 


REV.C.R.NISBETINSTALLED 
AT NEW WESTMINSTER CHURCH 
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In the presence of an immense congre- 
gation which completely filled the audi- 
torium of the Jackson Hill Baptist 
church, Rev. Charles R. Nisbet was yes- 
terday afternoon formally installed as 
pastor of the vigorous young body of 
worshipers organized some two months 
ago under the name of the Westminster 
Presbyterian church of Atlanta. Rev: 
Theron H. Rice, D.D., preached an im- 
pressive sermon, after which he pro- 
pounded certain constitutional questions 
to pastor and people and then declared 
the union duly formed according to the 
requirements of the book. of church or- 
der. Two brief but solemn charges 
were next delivered in accordance with 
immemorial Presbyterian custom, one to 
the pastor bv Rev. C. P. Bridewell and 
one to the congregation by Rev. R. QO. 
Flinn. Mr. Charles R, Nisbet, the newly 
installed pastor, then pronounced the ben- 
ediction, but before the congregation dis- 
persed the pastor was greeted with many 
cordial hand shakes. The music was one 
of the special features of the service. 
Mrs. 8. M. Burbank sang an exquisite 
solo, while Professor B. C. Davis led 


REV. CHARLES NISBET. 
Pastor of the Westminster Presbyterian Church, Who Was In- 
stalled. Yesterday Afternoon. 
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the congregational singing and Miss Ad- 
die Stephens presided at the organ. 
Having secured an earnest and elo- 
quent pastor who stands in the front 
rank of young Presbyterian divines in 
this state, the Westminster church will 
now move steadily forward in the career 
of progress upon which it has. already 
fairly entered. Funds will be raised im- 
mediately for the purchase of a lot which 
has already been selected on the Boule- 
vard near the corner of Forrest avenue, 
and for the erection of a building which, 
when comnleted, will be one of the most 
ornamental and substantial church 
structures in: Atlanta. Many Presbyte- 
rian families are scattered throughout the 
northeastern portion of the city in which 
the new church will be lecated, and the 
prosnects which open up before this vig- 
orous young organization are exceedingly 
bright. Rapid developments are now tak- 
ing place in this section of Atlanta and 
the future prosperity of the church is 
abundantly assured. Already the church 
numbers nearly one ‘hupdred members, 
while on the records of the Sunday school 
there are more than one hundred and 


fifty names enrolled. 
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Elaborate are the preparations that are 
being made for the big military fair which 
is to be held in Atlanta next month. A 
building permit has been secured for the 
erection of a large structure adjoining the 
Standard telephone building on Edgewood 
avenue in which the bazaar will be held. 

Colonel Noble F. Martin, who is to man- 
age the fair, now has his plans well in 
hand, and the various committees under 
his skilled direction are attending to the 
multitudinous details in a manner which 
portend a great success. The fair is being 
given by the local military. organizations 
for the purpose of raising funds with 
which to begin the building of a handsome 
armory as centrally located as it is possi- 
ble to have it. 

Colonel Martin, who has made a study 
of the work of holding successful fairs, 
was born in New York’ state. ‘He stands 
high in Masonic work and is a member of 
Ziyara temple of the Mystric Shrine. tie 
has been in the business of conducting 
fairs for more than three years, and has 
the work down to a science. His first 
work of this character was done at Os- 
wego, N. Y., where enough money was 
realized to build a Masonic temple. 

Tle has conducted fairs at Wilmington, 
Del.; Canton, Ohio; Savannah, Ga.; Chat- 
tanooga, Tenn.; Peoria, Ill.; Lincoln, 


GREAT PREPARATIONS BEING 
MADE FOR MILITARY FAIR 
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COLONEL NOBLE F. MARTIN. 
He Has Been Selected to Take Charge of 
zaar Which Opens Next Month. 
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Nebr.; Enid, Okla., and Atlanta. His 
connection with the Masonic fair given 
here last fall is well remembered by the 
thousands who attended. Amounts raised 
at these fairs have not been less than 
$5,000 and in one instance—the Savannah 
fair—the amount raised was as high as 
$15,000. 

During the Masonic fair $8,000 was 
raised, and Colonel Martin expresses the 
belief that the success of the fair at Sa- 
vannah will be duplicated by the military 
fair this fall, 

Work on the building to be erected by 
the Fifth regiment on Edgewood avenue 
has begun and the house Is to be finished 
by the 23d. This building will cost about 
$2,500 and will measure 100 by 130 feet. In 
it will be located the various booths, a 
large dancing hall and a restaurant. 

Colonel Martin for days past has been 
busy meeting committees of ladies who 
are to take charge of the various company 
booths, while the clerical work of his of- 
fice has reached such proportions as to 
demand the constant attention of three 
stenographers and assistants for a month. 
Fully 3,500 letters, setting forth the fea- 
tures of the fair, have been written and 
sent out to persons who would likely be 
interested in the big bazaar. 

All the local militia is interested in the: 
fair work, including the members of the 
Governor’s Horse Guard and the artillery. 
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SOLDIER STRUCK BY CAR. 


Car on East Point Line of Atlanta 
Railway and Power Company 
Hits McGrath. 

A retired soldier named McGrath was 
struck by a car on the East Pofnt line 
of the Atlanta Railway ahd Power Com- 
pany at 9:15 o’clock last night and as a 
result was badly bruised about the head, | 
though not necessarily seriously injured. 
Motorman George Garner, who was in 
charge of the car, states that McGrath 
was walking by the side of the track and 
fell in front of the car when it was 
too late to stop it. McGrath was car- 
ried to Fort McPherson, where his 


wounds were dressed. It is believed that 
he was intoxicated at the time of the 


accident: 


School Books now on sale at John M. 
Miller Co.’s Book Store, 39 etta mreet, 


. opponent J. H. Harwell, who formerly 
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STAMPS IS A CANDIDATE. 


He Will Oppose Mr. Harwell in the 
Race for Council from the 
First Ward. 

The announcement is made that W. VU. 
Stamps, son of County Coroner Stamps 
and a member of the firm of Fain & 
Stamps, will be a candidate for council 
from thé first wand. He will have as an 


represented that ward in council and who 
is at present a member of the board of 
water commissioners. 

Mr. Stamps has been considéring the 
matter of entering the race for several 
months, but tas just notified his friends 
of his intention to run. He has been a 
resident of the first ward for a number 
of years and is well known in the ‘city. 
This is the first time he has sought elec- 
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eligible parti in Wilford Deramore. 


mark of able penmanship. 
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he Daily Serial 
This Morning 


“Her Bid for Love.” 


By LAURIE LANSFELDT. 


“Her Bid for Love” is, in a sense, a study of an adventuress, though 
not of the type so well known to novel readers. Ginevra D’Aste, the 
beautiful Italian, who is, perhaps, the chief figure of the story, is not 
a woman bad at heart, but she finds herself in such a position that 
she can only hold her own in society by securing a rich husband. 
A rich husband she is accordingly determined to obtain, and with her 
cleverness and attractions she has little difficulty in capturing a very 


The marriage takes place, and, un- 


der ordinary circumstances, the reader might expect merely to be told 
that the pair lived happily ever after. 

Marriage, however, brings no happiness to Ginevra, who is now tor 
mented with doubts whether her past will not rise up to confront her. 
To make her agony of mind greater she learns really to love her 
husband, who is, on his side, deeply attached to her, and fear of low 
ing him is added to her own pangs of conscience. 
about to fall when, op the pair visiting a theater, Ginevra recognizes ir 
the stalls a man who had inveigied her years before into a marriage, 
though a sham one, as she now believes. 

In this perilous position the story assumes a deep emotional interest, 
and every step in the development of the drama will be keenly follow- 
ed. That development will be found remarkable enough, and to lead to 
compHocations and scenes of no little excitement, all bearing tlie plain 
The interest grows as the tale progresses, 
and we are confident that few of those readers who read the opening 
chapters will willingly miss any of the instalments to the close. 
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. Acme Rye Whisky 


If you haven’t tried Acme Whisky you should trytit. That 
is, if you want a pure, well-aged, mellow rye whisky,, full of 
strength and fine flavor at a moderate price. . 


»---- Acme Whisky Satisfies..... 


BOTH PHONES. 


Potts-Thompson Liquor Co., 


0 N. PRYOR ST. 


OPP. KIMBALL. 


——— 


MURPHY & CO:., In. 


Private Leased Wire Direct to New York, 

Chicago and New Orieana. 
Cotton, Stocks and Grain. 

No. 3 86. a. ackson Builditg.) 


New York Office—-Ne. @ ro 
Offices in Prinei Cities Throughout the 


Write for our Market Manuel and boo’ 
coméaining instructions for traders. 


W. H. PATTERSON & CO, 


: ~DEALERS IN— 
Investment Securities. 


JOHN W. DICKEY 
BROKER 


AUGUSTA, - +. GEORGIA 
Correspondence Invited. 


W.E.SMALLCO., 


ATLANTA COTTON AND SsTOCK EX- 
CHANGE. 

Private leased wires tu New York, Chicago 
and New Orleans. 

flembers of New York Cotton Exchange. 
lembers of Chicago Board of Trade. 
lembers of New Orleans Cotton Exchange. 
Phone 1417. P. O. Box 236. 


Prudential Bidg., Ground Floor. 


THE TRUST CO., 
_. . OF GEORGIA 


Accepts trusts from 
individuals, froin trus- 
tees, from executors, 
guardians and others. 
It makes as favorable 
arrangements as con- 
ditions will warrant. 
It also acts as assignee 
and receiver. 


Don’t forget the Safety-Deposit 
Boxes in our Fire and Burglar 
Vault. , 


SOUTHERN EXCHANGE, 


GOULD BUILDING. 


COTTON, STOCKS, GRAIN, & EMC. 
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BURTON SMITH WRITES OF 
RECENT DENVER GATHERING 


An interesting pen picture of the Amer- 
ican Bar Association, which met this 
year at Denver, Colo., is here given by 
Atttorney Burton Smith, of Atlanta, who 
attended the session and took a promi- 
nent part in the deliberations of the as- 
sociation. Mr. Smith was elected vice 
president of the association at the Den- 
ver meeting and has received thereat nu- 
merous congratulations from all over the 
statte. His reference to Congressman 
Littlefield, of Maine, is particularly inter- 
esting: 

Littlefield’s Address. 

The association heard nothing which 
interested it more than the address of 
Congressman Littlefield, of Maine. He 
is a man of rugged intellect and forceful 
personality, the successof Nelson Dingiey, 
in congress, and-a récognized aggressive 
leader upon the floor of the house and in 
the councils of the republican party. And 
yet, he boldly takes a position diamet- 
rically opposed to the position of ‘his 
party upon the insular question. The as- 
sociation encourages addresses of this 
type, not that it commits itself to advo- 
cacy of this or any other semi-political 
question, but because those phases. of 
politics are legal questions and the study 
of such questions. is within the scope 
of the association’s work. . Mr. Little- 
field’s’ address was enthusiastically re- 
ceived; but this was due largely to the 
ability and personal popularity of the 
speaker, as our members are much di- 
vided on the question discussed by him. 
He has a voice of tremendous volume and 
carrying power. Our train stopped in the 
Grand Chasm to give us a moment's 
view of the cliffs towering 2,000 feet on 
each side and of the turbulent river roll- 
ing and tumb&ing between. While we 
were gathered in the gorge Mr. Little- 
fleld was asked to propose resolutions 
expressing our appreciation of the en- 
tertainment received from the Colorado 
bar. _So remarkable is his- voice that 
his words were heard easily and clearly 
above and through the roar of the tor- 
rent at his feet. 

Wetmore, Rose and Littlefield. 

The president of the assoolation for the 
past year,was Edmund Wetmore, a lead- 
er of the New York bar, who has 
achieved especial distinction in patent 
cases. His dress, deportment and man- 
ner well illustrate the polished and ac- 
complished gentleman of the modern cos- 
mopolitan school. His suceessor in this 
position is Judge Rose, of Arkansas, rec- 
ognized as the leading lawyer of that 
section of the south, and himself also 
distinctly a type. He wears the long 
black coat and in a marked 
and attractive degree the deportment 
which stamps him as what we are ac- 
customed to call ‘‘a gentleman of the 


old school.”’ 
I was with each of'these three gentle- 
ttlefield, Mr. Wet- 
number of 
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ATTORNEY BURTON SMITH. 


Who Writes Interestingly of the 
Recent American Bar Association 
Gathering at Denver, 
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times and under such circumstances as 
to give me an accurate view of their 
personality. Hach illustrates well the 
section from which he comes, and the 
contrast between them is involuntaray 
and easily drawn. But I found some- 
thing in them which impressed me more 
deeply than the contrast and which sug- 
ests the real unity of our great country. 

iffering as these three gentlemen do 
surroundings, associations and pursuits, I 
have found them the same in social cour- 
tesy and consideration for others, in loy- 
alty to his own views and in respect for 
the views of others; in real patriotism, 
and love of our common country and its 
welfare, each was cast in the same mold. 
At last we are all of the same country’ 
and same Anglo-Saxon race. 


Legal Education. 


One of the most important functions 
of the Bar association is the legal edu- 
cation section. The college professors of 
the great law schools gfve special at- 
tention to this, and through its work 
the interest in legal education and the~ 
requirements for admission to the bar 
have been developed in the last few 
years. A short while ago practically’ 
anyone could be admitted to the bar = 
where. Now, many of the states reqt 
three years egg f all of. the great law 
schools require three years’ study, and 
the other schools are gradually improv- 
ing and expanding. 

happened to be on the committee thig 
year to suggest officers for this section, 
and we elected Professor E. W. Huffcutt, 
of Cornell, an accomplished and scholar- 
ly lawyer who belongs t6 the younger 
type of educators, being under #4 years 
of age. He has been a lecturer in the 
law school of Cornell,many years and 
has retained this position although many 
times receiving tempting offers of im- 
ce responsibility in other sec- 


‘Ste serge "ere game. price as. given at schoo men, Congresemen 
na tine e ees ee Ss | thom at the hands of the peaple, | [mere and Judge Rove 
. > el 


uffalo, 
Aceon sate 


~~ ; « _ e+ ¥; 
' : ' 
. 4 ? 
oe sat - 
ee 
ts : 
argh 
o piv) ae Se de 
Se iremeecia. ye. ‘ 
Pek GL. LS! Ra 
+ oe See Re? o5 te 
Eee 3 Oe Ue WS Hi 


-_ 


r = 
. ‘ - cca Sen; ear?» A whee ‘ re SEO Sais isi. hp aahomiei = pla ag 5 eee er eee 
Pe eA, Ep ey Se Se RET SS i web ea ee eh emg pn tys lon ey atie ibe e Fda Oe Sete see eee 

es i By o4 Foe ann ME . & » teas a 7 wee. Pes = ARE x. eee 

Sore Re a et + NEN: Mae tata! # : <—s.: a 

:e Re a ge Re TG ie ee ON OT Oe aoe 7 iE? cu, te 
‘ th, ye pit Py ‘ Kune ‘s 
. r a . * Se ‘ if OFZ yarn 
* hay aaa x La gh hae @e ae aaa ame Fe tn Cine pee BU 4% So 
A wd ; ety as ; CR, eats, = Set 
ee ' ’ 


Mt Benet 
ES 


i ee oN OS od 
Oe Re pag 


Late 
% 


ORR 
ee 


RTO: NERA PMS 


a tT we - 
~ a. N ty 


2 


Ps cia cai 


Ce 


Saye 


tes 
i. 


oem 


gre" &, 3 


- 


a 


29 RN A I, SA 


ae 


7" . - 
7 
“ ~s ‘ Li Ae ac is Ne a} gure % 
by ae * te mae SY we) ‘ ae aa . 
Pa ae ae, OP ; re oe, 


pe 


ey ag 
ue 


"FOE Wane 


bey 


a ae 
ee 


eer 


LESS 
<f ” 


SP TROT 


~“ 


: CLEMENTS, T. P. 
' HARRY 5 aie City Ticket Agent, 


Building, 


ee 


“ATLANTA, GA. MONDAY. 


SEPTEMBER 9 1902 


AED Y 
aes 
i eee 


AShort Ocean Trio 


‘NORTHERN AND EASTERN SUMMER. 
ae RESORTS 


18 VIA THE 


OLD DOMINION LINE 


AND RAIL CONNECTIONS. 


le route to Pan-American Exposition. 
Y., as the monotony of long rail 
broken. 
steamships leave Norfolk, Va.. daily, 
at 7 Pp. m., and Old 
at 8:00 p 


Point Comfort and Virginia 


| route. 
| For tickets and neral 
\t0 ae = egents . 
ent, orfolk, Va:: J. F. 
‘Agent, Wate Main 8t., Richmord, Va. 
J B. WALKER. py ang aes or 
ew York, N. Y¥. 
\. J. 3. BROWN, General Passenger Agent, 
New York. N , A 


apply 
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Mayer, 


information 
to M. 


TO NORFOLK 


BY THE 


‘Seaboard :Alr Line R’y. 


. Mak Close Connection With the 
Bplendia 


Ocean Steamships of the 
OLD DOMINION LINE 
' FOR NEW YORK. 
$39.20 TO NEW YORK AND RETURN 
Tickets Good Until October 31 at. 
HBRISTIAN, Asst. (jen. Pass. Agt., 


W. B.C 
3 “eT ong. 
%,>. WALKER, pot Ticket Agent, Union 


Ww. B. P. A., Equitable ee 


Kimball House. , 


SATZKY 


Maker of Fine Men’s Clothes. 


37 N. Forsyth St., Prudential Bidg. 


‘PROFESSIONAL CARDS. 


i. T. wes P. H. Brewster. 
pee bert Howell, Jr. 

\ DORSEY, BREWSTER & HOWELL 

7 Attorneys at Law. : 

Offices 203-204-205-206-207-209-210-211-213 Law 
Pryor and Hunter streets, 


Atlanta. Long distance ~>lephone 


JEWELERS, ATTENTION! 


Under and by virture of an order granted by 
Hon, Emory Speer, judge of the circuit court 
of the United States for the western division 
of ‘the southern district of Georgia, in the 
case of S. W. Steinhardt et al. v. Max Laz- 
arus et al, will be sold at public outcry from 
the store house in which the same is now con- 
tained, being store No. 553 Cherry street, in 
the city of Macon, commencing at 10 o'clock 
a. m., October |, 1901, all that stock of mer- 
chandise and store fixtures known as the Laza- 
rus Jewelry Company stock. 

Said stock will be first offered in lots or par- 
cels and then as a whole. Should the separate 
lots or parcels amount in the aggregate to 
more than that bid for the whole, said separate 
lots shall be reported to the court for confirma- 
tion, 

Should the price bid for said stock in bulk 
be more than the aggregate of said separate 
lots, then said bid in bulk will be reported to 
the court for confirmation. 

Ten per cent of the amount bid will be re- 
quired deposited as an earnest of said bid. 

Should the court refuse to confirm said bid, 
said 10 per cent will be immediately returned 
to the bidder. 

The remainder of the bid to be paid on con- 
firmation of the sale by the court. 

This is a large and well assorted stock of 
“new jewelry, and will be exhibited to parties 
desiring to bid on application, 

HN R. COOPER, Rece®er. 

This August 23, i90!. 


A, F. LIEBMAN, 


Real Estate Renting and Loans, 
28 Peachtree Street. 


Improved property only a stone’s 
throw from center of city, with 150 
feet frontage on good streets, rent- 
ing cheaply, for $4,400 per annum. 
Can be bought so as to pay over 6 
per cent on investment above taxes, 
insurance and all expenses, besides 
being 50 per cent less than prices 
asked for adjacent property. 

An elegant suburban home con- 
sisting of modern 10-rocm house, 
water works, bath, etc., large lot, in 
Kirkwood. 

Price $3,750, 
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# HER BID FOR LOVE # 
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Author of ‘Unknown to Herself,” “The Story of a Tiger Skin,” “Nobody’s Son,” “Alien 
of the Family,” ‘Miss Forester’s Land Steward,” Ete, 


CHAPTER I. 
Over the Tea Cups. 

‘“Deramore!”’ called a woman’s voice 
from a carriage which pulled up in Park- 
lane one sunny afternoon before Easter 
and a tall man who had been going to- 
ward one of the park gates turned sharply 
and came up to the carriage, lifting his 
hat. “You are the very man I wanted,” 
said the lady, giving him her hand. 

“Then my good angel must have guided 
me here,’’ said Deramore, smiling. ‘‘How 
can I serve you?’ 

“I’m not in any difficulty, I’m thankful 
to say, or I should certainly claim your 
help. It’s an age since I’ve seen you. 
Where are you off to?’ 

“Simply the sun tempted me, and I was 
only off for a stroll.’”’ 

‘Well, get in,’’ said Lady Mildred Fan- 
court, “and come back with me and have 
a chat.’”’ , 

Inwardly Wilford Deramore smiled—that 
meant that the charming little gossip had 
some fresh piece of news; outwardly he 
opened the carriage door and stepped in, 
saying he should be very pleased. 

He asked after her husband, and Lady 
Mildred said he was very well, and rattled 
off into some chatter which lasted till the 
carriage pulled up at her house in Eaton- 
place. No one was in the drawing room, 
and Lady Mildred took off her bonnet and 
rang for tea. Z 

“It’s so nice to get you by yourself,’’ 
said she, ‘‘and I’ve such a piece of news 
to tell you. I’ve such an acquisition.”’ 

“Is this it?’’ said Deramore, stooping 
to stroke a hideous but fashionable pug 
that lay on the rug. 

‘‘Now you are only laughing at me; no, 
indeed. What's the good of your petting 
that dog? You don’t like pugs.”’ 

“No, I don't, but I always pet dogs; 
can’t help it. Am I to guess, then, the 
wonderful piece of news,’’ said Deramore, 
taking a chair by the little lady, ‘‘or are 
you dying to tell me?’ 

“She’ll be the greatest success,’”’ said 
my lady, ecstatically. “The most ex- 
quisite woman you ever saw.”’ 

Deramore ‘bit his lip to stop himself 
Smiling. Lady Mildred was known as 
always falling violently in love.with peo- 
ple and taking them up and making the 
greatest friends of them, all on very 
slight foundations. Sometimes she drop- 
ped them, sometimes she didn’t. And 
then it struck him that she hed got hold 
of him as a whist-player does a dummy 
when he cannot get a live opponent, and 
that_also amused him. Any. other man— 
or woman—would have done as well, or 
better, since he was not interested in 
gossip, and often laughed good-humoredly 
about Lady Mildred’s proteges. 

*I met her in Italy—she is half-Italian 
—lived there, was married there—’’ 

*“‘May I ask who? And I suppose I may 
feed this pampered pet of yours?’ said 
Deramore, giving the dog a piece of bis- 
cuit. ‘‘He’s vastly too fat, you know.”’ 

‘Pampered pet, indeed! Because that 
staghound of yours is as lean as a skel- 
eton—’’ 

“He’s in perfect condition; 
isn’t.’’ 

“Well, he does for me. Oh, you asked 
who this lady was. -Martied an Italian— 
she’s a widow, poor thing—not more than 
three or four and twenty. I persuaded her 
to come and spend a season in town and 
I'd introduce her, and she arrived yes- 
terday.’’ 

All this was said in one breath, and 


this one 


‘nearly took away the listener’s breath. 


“Where did you meet this lady?’ he 
asked. ‘“‘Do you know her well?’’ 

**‘Now that’s just like you. I know what 
you are thinking, that I’ve picked up an 
impostor. Nothing of the sort. Madame 
D’Aste is pur sang. You have only to 
look at her to see that. What more cre- 
dential do you want?’’ 

“If you. are satisfied,’’ said Deramore, 
‘it is of no consequence to me. D’Aste 
is a good Florentine name. Did she tell 
you she married in that family ?’’ 

“TI presume she did: she hasn’t said so 
exactly. She came from Florence, or near 
it. I met her at Naples. Poor girl! She 
has had an unhappy life—an unhappy 
marriage. Shal] I show you her pho- 
tograph? You won't believe in my de- 
scription of her beauty, you are so very 
fastidious. I don’t mind showing it to 
you,”” she went on, rummaging amongst 
a mass of litter on a table. ‘‘You won't 
lose your head over a beauty unless you 
choose.”’ 

“You credit me with superhuman. wis- 
dom; or is it coldness?’ said Deramore, 
smiling. 

“Oh, you're not cold, not a bit—you 
stanch people never are; but you’ve so 
much control—”’ 

‘“‘Have I? But some day I may lose it. 
It all depends how far 1 am tried. When 
I lose my favorite, for instance.”’ 

‘You'd break your heart over that. But 
no one would know it, that’s what I 
mean. I suppose it’s pride or your in- 
tense reserve. I don’t know. And I can't 
find the photograph. Let me give you 
some more tea,’’ said Lady Mildred, flut- 
tering into her chair. ‘‘Now, she is com- 
ing to my evening next week, and of 
course you'll come.’’ 

‘To see her or you? I’m much more 
interested in seeing an old friend than a 
new face.”’ 

“Ah, you don’t trust my report of her, 
I can see that. You've a high standard 
of beauty, 1 know, and I’ll be bound you 
never saw a face that came up to it.’’ 

“Not a Hving one. But then, when do 
we ever see ideal faces? And when we 
do, ten to one we don’t fall in love With 
them.”’ 

“Why don’t we?’ said Lady Mildred. 
“You ought to be able to tell me. You 
read metaphysics and all sorts of learned 
things.”’ 

“I'm afraid, nevertheless, I can’t an- 
swer your question,” said Deramore, 
laughing. ‘‘l’'ll come to your evening 
with pleasure, anyhow. I daresay I shall 
admire your Italian friend. I can’t prom- 
ise more than that.”’ 

“I’m afraid you're not inflammable,’ 
said she, shaking her head. 

“Perhaps not. But isn’t that an ad- 
vantage?’ he said, rising. 

“IT don’t know. They say a series of 
love affairs gives experience; and you, a 
student of human nature, ought to value 
that.”’ 

- *So I should, only I’m afraid I couldn't 
manage the series.’’ 

“You mean—” she said, looking up as 
he held out his hana. 

“TI should have one and have done with 
it,” said Deramore, half jestingly. 

“Or it would do for you—which? De- 
pend on circumstances, wouldn’t it? You 
jest, but you’ve got at the truth about 
yourself. You don’t mean to say you've 
never been in love?” 
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“Not seriously. Not at all since I was 
five-and-twenty. Are you shocked, or dis- 
appointed in me?’ 

“No; I pity you, though.” 

“That’s very kind of you. But why?’ 

“Because, of course, your time will 
come, and at three-and-thirty you’re at 
the worst age if things don’t go right,”’ 
said Lady Mildred. “And I’ve a sort of 
feeling that you’ve a terrible capacity for 
heart-break.’’ 

‘Yet you’re throwing me into the so- 
ciety of your fascinating widow—" 

“You said once you wouldn’t like to 
marry a widow,” said she, laughing; ‘‘so 
there is no danger. Be consoled. You 
must go?’ 

“I must. Good-by, Lady Mildred. I 
don’t know what the moralists would 
say to us; we've done nothing but talk 
idly. It’s all your. fault.” 

‘Isn't that like a man?’ said she, mer- 
rily. “But I 4idn’t expect it of you.” 

“Shews how your best friends can dis- 
appoint you. Once more, good-by. Re- 
member me to, your husband.”’ 

"She’s a good little thing,’”’ thought the 
young man as he went down the steps; 
‘but she does bore me if I’m not in the 
humor to be amused by her. If one were 
always in the same mood, it wouldn't 
matter. I wonder what will be the end of 
this Italian friendship—and what in the 
world does she know about Madame 
D’Aste but what madame tells her? 
That’s all nonsense about her being her 
own credentials—she may look it; but 
Lady Mildred’s always taking someone 
up. I do hope she won't make a lion of 
this new friend. I’m not in the least in- 
terested in her; I daresay she isn’t even 
particularly handsome.” 


CHAPTER II. 
Metaphysics in a Drawing Room. 
Not handsome! Yet when Lady Mil- 

dred had said, ‘‘Mr. Deramore—Madame 
D’ Aste,’”’ and the young man felt a small, 
soft hand rest in his for a second, he 
saw one of those ideal faces he had 


told Mildred he had never yet seen. A 
face of Italian type—a soft.oval, the skin 
like satin, pale but not very dark, the 
hair of that wonderful red gold hue, 
gathered up in masses at the back of 
the beautiful head, and clustering in 
curls and rings on the forehead. Large, 
deep brown eyes, rendered still darker by 
reason of the heavy lashes, looked calm- 
ly into the face of the man Mildred had 
presented. She was used to her wonder- 
ful beauty, taking men, and women, too, 
by surprise. She understood his gentle 
loosing of her hand. He did not want to 
talk, though he knew he must; he would 
rather have stood and looked at her, and 
drink in all that beauty as you do with 
a lovely picture—but equally he knew he 
musn’t do that. Instead, he sat down in 
the chair beside her. He had to begin 
with commonplaces, both being perfect 
strangers—and spoke in Italian; but, see- 
ing her smile, pulled himself up. 

“TI beg your pardon,” he said. ‘I don’t 
know why I presumed you didn't speak 
English—unless it was Lady Mildred say- 
ing you had lived in Italy.”’ 

“So I have,’’ said Madame D’Aste—she 
had a slight accent—‘‘but I speak Eng- 
lish. My father was English, though I 
have lived in Italy all my life.” 

‘This is your first visit here, then?’’ 

“My .first; and I want to improve my 
English: -Your Italian doesn’t want im- 
proving—”’ 

“That is a compliment I value. I don't 
know that I can take much merit, though; 
you can’t help learning a language if you 
are much in the country.’’ 

“Ah, you, I daresay; but you have a 
musical ear and a capacity for lan- 
guages,’’ said she, confidently. ‘What 
part of Italy do you know, Mr. Dera- 
more?’ 

“I was going to say almost the_ whole of 
it, but, perhaps, that is an exaggeration; 
but I know all the famous cities by heart 
and no end of nooks and corners travel- 
ers generally miss.’’ 

“Ah, you had, perhaps, plenty of time,’’ 

said Madame D’Aste. ‘You are a man of 
leisure, no doubt. One can’t travel in that 
way if business or politics is to drive one 
back at a definite date.’’ 
. “My time has been my own, as a rule. 
So I hear from Lady Mildred,”’ said Dera- 
more, turning the conversation away from 
himself, ‘‘that you are only here for the 
season, Madame D’Aste; but, perhaps, 
now you have come to your native land, 
you can be persuaded to stay longer.’’ 

She smiled, with a smile half-soft, half- 
brilliant. ‘‘Perhaps,’’ she said, with her 
beautiful head a little on one side in pen- 
sive fashion; then laughing. ‘But, you 
know, I find it terribly cold.”’ 

“Ah, that is a great drawback; and no 
one knows in this climate how long the 
cold is going to last, unless you have 
brought some summer with you, madame, 
from your summer land.”’ 

“It doesn’t look as if I had, does it”’ 
said she, smiling, ag Deramore rose. 

‘‘You have onl ust arrived,’ he an- 
Swered, laughingly; ‘‘there hasn’t been 
time for your spells to have worked. 
Meanwhile may I take you to the other 
room? They are singing there.’’ 

“It sounds good,’’ said Madame D’ Aste: 
“professional, surely. Is your charming 
friend musical?”’ 

“Yes; she has always good music at her 
evenings.”’ 

Every one looked after Madame D’Aste 
as she passed; her cavalier had for the 
moment, though his own personality was 
s0 marked, sunk into an adjunct. She 
took no apparent notice of all this admira- 
tion, talked to her companion in the most 
musical of voices and glanced her bright 
eyes carelessly over the faces all turned 
toward her, as if she had not an idea that 
she was the attraction. 

Deramore did not monopolize her—he 
found a chair for her; and when Mr. Fan- 
court came up with some other guests, 
whom he presented to Madame D'Aste, 
Wilford retreated a little into the back- 
ground, finally leaving her to her host. 

“Well, what have you got to say about 
my find?’ said Lady Mildred a little 
later, when Deramore had managed to 
secure a seat near her. 

“TY strike my colors entirely about the 
beauty,” said he. “‘Do you remember my 
saying one never sees ideal faces? Well, 
there it is!’’ 

“And as to the rest?’’ said Mildred, 
with a smile. ‘‘She is pur sang, isn't she? 
Do you ever see people who can walk 
as she does—carry themselves with that 
indefinable air?’ 

“Tl have nothing to say,’’ said Dera- 
more, humbly; ‘‘and, to judge by tonight, 
your prophecy that Mauame D Aste was 
to be a success was a true one. Where 
did you say she was living?” 

‘In Hallam street. I chose the house 
for her. She is very well off. Isn't she 
perfectly dressed? I like that simple, 
sweeping style—she can stand simplicity; 
she scarcely wants anything else. Now, 
does she look like a happy woman?’ 

“Not exactly,’’ said Deramore, with a 
little hesitation; ‘“‘but one must not con- 
found the melancholy that belongs to 
that type of Italian face with the im- 
press of actual sorrow.” 

‘T don’t know anything about that. All 
I say is, as a woman, that that woman 
has suffered.” 

“] daresay. Perhaps you will permit 
me to waive the discussion. I see a mah 
over there I want to catch.” 

That had been his own impression about 
Madame D’Aste. Her face had, as has 
been said, a history behind it; but he 
had an uncomprehended dislike to discuss 
this fact, and was. glad to get away. 


Leaving his friend, he came across the 
Italian leaning on the arm of Mr. Fan- 
court. She paused and held out her hand. 

“You are not going?’ said Deramore. 

“Yes, indeed. Don’t you see how late 
I have stayed? That is because every 
one has made the evening so charming 
for me. You will come and see me, Mr. 
Deramore? Any afternoon I am at home 
at present.” wi 

“I shall be too happy, madame.” 

“Facon de parler,” said madame, when 
she was in her pretty brougham, wrap- 
ped against the inclement air in rich 
white furs; ‘“‘but he says it as earnestly as 
if he really were delighted. He is very 
handsome, very distinguished looking. 
Well, he will come, without doubt, As 
to that dear, good little friend of his, she 
has started me very well; the rest must 
be my doing.”’ 

Deramore called a day or two after, and 
found two or three other people in 
Madame D’Aste’s drawing room. The 
hostess was dispensing tea in English 
fashion, andslooked very girlish and very 
lovely in her daintily embroidered tea- 
gown. 

‘‘What fs she but a girl, after all, widow 
though she be?” the man thought, as she 
gave him a kind welcome. Again he felt 
the inclination to sit and look at her as 
the most faultlessly beautiful thing he 
had ever seen. She seemed to be in the 
room by herself, the other people present 
losing all prsonality beside hers; their 
voices, waht they said, so many insignifi- 
cant sounds; her musical tones, her pret- 
ty, delicate accents, the reality. 

“Don’t go yet,’ said she, lifting her 


Y large liquid eves as later he came to say 


‘Lady Mildred said she would 


goodby. 
look in presently.’’ 

‘Is that the temptation?’ said Dera- 
more, smiling. The other guests had gone, 
and the young hostess had just returned 
to her seat by the fire. 

‘Isn’t she a great friend of yours?’ 
said she, archly. 

“Oh, yes. I’ve known them both for a 
g00d many years; but still, you know, I 
am tempted, madame, and so, if I weary 
you, it is not my fault.’’ 

“I won’t blame you. -I am very just, 
though you men say we women never 
are.’’ 

**Please don’t hold me as agreeing with 
that foolish dictum, I haven’t found my 
own sex so unswervingly just as to entitle 
them to make such a sweeping condemna- 
tion,”’ said Deramore, with just a touch 
of. pleading in his manner more than in 
his voice. 

‘You don’t want to be heaped with the 
unthinking many,” said Ginevra D’Aste. 
Her great dark eves rested on the man’s 
face, which looked much. more earnest 
than the half-playful talk seemed to war- 
rant. She smiled a little quizzically. ‘‘Is 
it the conceit of your sex,’’ she asked, 
“that makes you say that with such em- 
pressement?’’ 

‘Does anyone like to be misjudged?’ 
Which were not the words in his heart; 
they were: “I don’t.like you to misjudge 
me.”’ 

“T suppose not; I know I don’t—that is 
to say, I shouldn’t like it from people I 
cared for. But, then,"’ said Ginevra, sigh- 
ing and looking down into the fire, ‘‘I’m 
not in the happy—or unhappy—position of 
having friends for whose good opinion I 


| care.”’ 


‘‘Why do you say unhappy?’ said Dera- 
more, gently. ‘“Isn’t: ft. a happiness to 
have real friends?’’ 

“Tt gives you a fet of heartache. You 
are sure to disappoint them or they you; 
and then how are you to know they are 
real friends?” 

“That's a eynical view of things you've 
no business with for many a year yet, if 
ever; but don’t you think {ft is better to 
be disappointed many times than to never 
know close ties or friendships? Without 
love—I am using the word in its univetsal 
sense—we should get terribly hard; even 
“ it brings us sorrow, we are better for 

“Better! But one wants to be happy,” 
said Ginevra. 

“But, dear madame, you wouldn’t even 
be happy. Perhaps you know the often- 
quoted lines in ‘In. Memoriam,’ where 
Tennyson uses the same word—‘better’—as 
I did, and with the same meaning.”’ 

“I know the lines you mean,” said she, 
resting her cheek in her hand. “TI under- 
stand what the poet and you both intend 
to convey—” 

“Don’t you agree with it?” sald Dera- 
more, with that sweet smile of his that 
Lady Mildred always declared was enough 
to make any woman fall in love with 
him; but it did not so affect Madame 
D’Aste—it gave her a vague unrest, a 
sort of feeling that the man who could 
wear that smile must be in a plane ever 
so much higher than hers. What a friend 
he would make! Fuithful to death, mer- 
ciful, reliant! 

“I don’t know,’’ she said, uncertainly, 
‘but if you are right and I wrong, how 
is it that what you would call the selfish 
people—people who yo their own way, 
who have not much heart and no sensi- 
tiveness, who generally succeed in life-— 
how it is these are often the most serene 
and satisfied of mortals? They enjoy life, 
they have no wear and tear, their feelings 
are not keen enough—” . 

“You don’t mean to say you elmvy such 
people?’ 

“Why not?” 

Deramore smiled @ little oddly, 

“IT wish you would say what you think; 
never mind conventionalities,’’ she said. 

“Well, then, it sounds almost amusing 
—you allow me to say what I think—to 
hear you speak as you did—you with a 
temperament so entirely different. Yoy 
must have thought that these self-com- 
placent people miss everything save an 
enjoyment such as our dogs and norses 
feel—nay, not that; and if they uever 
give love, or even kindness and sympa- 
thy, they never receive it.’’ 

“They don’t feel the need of it.’’ 

“IT call such a nature a curse in itself 
—profoundly selfish, and not, irresponsi- 
ble either.’’ 

“Certainly it is. How can we cxperi- 
ence feelings, sympathies for which we 
have no natural capacity? You smile at 
me rather indulgently, Mr. Deramore. If 
you have a longer experience, 1 have 
crowded, I daresay, twice your suffering 
into my fewer years.”’ 

“I am very sorry for it,” said Deramore, 
“and you must forgive me if I showed 
too plainly what was in my mind. I am 
afraid we are getting a little -oo deep, 
and you are making me take up your 
time; but what I meant was that however 
poor our natural sympathies, they can be 
cultivated, and we are bound to do so 
as far as We can.” 

“Oh, you take the high, religious view.”’ 

Her tone, her smile, were again quizzi- 
cal—a weapon with which so fascinating 
a woman might have easily made a young 
man flinch from answering with such 
Wwiiet assurance as Deramore showed, 
without even a change of color. 

“Certainly I do. That is the only firm 

ground to stand on in such a question.” 
- “You musn’t fail yourself, you know,” 
said she, lightly. He had risen and put 
back his chair with one hand leaning on 
it. “If you take such a lofty stand, your 
responsibility is tremendous.” 

He only laughed. ‘‘You will have to be 
merciful to my shortcomings,’ he said. 

“I’m one of the merciless people, Mr, 
Deramore; you mustn’t count on me.” 

‘“T shall never believe that, especially 
after your kindness today,” said Dera- 
more, taking the hand she gave him. 

“You must give me another opportunity 


main road that leads somewhere. 


SAND DOLLARS. 


Cc. W. ADAIR, 


We have about 100 acres of beautiful property. 
the main thoroughfare and has a side road running through it. Has three 


clear springs and several acres of good branch bottoms. About 20 acres are 
cleared, balance in nice forest. It’s worth $15,000, but—the owner wants ; 
money and has consigned the place with us for a few days at TEN THOU- 


| In Real Estate the wise investor or shrewd speculator always buys on & 


On Peachtree street more property has changed hands during the past 
three months than in any two years since 1891. Peachtree, then, should be a 


good place te put your idle money to work. 


Near Buckhead 


>. 


It has over half-mile front on 


the 


The sensible man who buys this will double his money. 


8 Wall Street. 
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Alabama St. 
Atiaente, Georgia 


Davies Co. 


5 Per Cent 20-Year Gold Bonds 
THE MUTUAL LIFE 


INSURANCE CO. OF NEW YORK. 


RICHARD A. McCURDY....... ....--..-President 


Bank of France, 


Bank of Russia, 
Total zs 2® e@ = 


Lifeover = = = 


The Company has fn fifty 
$800,000,000 of trust funds. W 
with the 


those of the Government. 


R. F. SHEDDEN, 


ATLANTA, CA. 


The Great Financlal tnstitutions of the World Are the Following: 


Bank of England, Capital, 886,047,935 
Capital, 
Bank of Cermany, Capital, 
Capital, 


36,600,000 
28,560,000 
25,714,920 


eo ® 8 (76,822,855 


Funds of the Mutual 


='$325,000,000 


ht years successfully handled 


en, therefore, such ap institu- 


tion issues its bonds, they must be conceded to rank in safe 
hest grade of municipal bonds and even wi 


General Agent, 


Finest Carriages. 
37 to Gi Ivy St. 


WALLACE & COMPANY, 
LEADING LIVERY STABLES. 


Best Service. 


Nice lot of horses for sale. 
7Phones 176. 


——— 


—— 


of cultivating my sympathies,’’ said shé, 
gravely; “you might convert me to your 
view. I am so sorry you are disappoint- 
ed of seeing Lady Mildred.” 

“I am afraid I forgot her,’”” he answer- 
ed, as gravely as she. She glanced up 
archly, then turned to ring the bell, and 
he left her, 

“What a curious sort of fellow he is, 
she said half aloud. ‘I’m sure he has the 
most tremendous standards; and yet i 
can’t imagine his being hard to the veriest 
wretch. And I do believe he’s more than 
half taken with me. Won't believe I’m 
merciless, indeed!” She set her white 
tecth. ‘“‘What else am I? And why 
shouldn’t I mete out to him—to any man 
—the measure meted to me? W hat mercy 
do women get tha they should give it 
again? I want me, position, meney— 
heaven! how I want money!— and I'll 


have them! 
power!” 


(To Be Continued.) 


Stops Diarrhoen and Stomach Cramps—Dr. 
Biegert’s Genuine Imported Angostura Bitters. 


FEAR A PAUPER BURIAL. 


Appeal Made for the Family of Mrs. 

Elizabeth Brandon, Who Died 
, in Poverty. 

It was reported to the police last night 
that Mrs. Elizabeth Brandon, an aged 
woman, had died at No. 27 Bell street in 
the most straitened circumstances and 
that the family were financially unable 
to bury her. 

The case was said to be a very dis- 
tressing one, as the family did not wish 
to see Mrs. Brandon given a pauper 


burial. . e 
John Bruce, known as “Happy John, 
reported the case, and he asked the po- 
lice to take some steps to have Mrs. 
Brandon buried so as to save the family 
the humiliation of seeing her buried in 

>» potter's field. : 
gr contributions left at either 27 Bell 
street or 332 Decatur street will be re- 
ceived and used for the burial. 


Rev. Sam P. Jones 

Will hold his Annual Tabernacle Meeting 
at Cartersville September 7 to 15 inclusive. 

The Western and Atlantic R. R. will 
sell round trip‘ tickets Dalton, Rome, 
Atlanta and intermediate stations to 
Cartersville and return at rate of one 

for the round trip. 

a olheot train Rome to Cartersville Sep- 
tember 15, leaving Rome 8:30 a. m., return- 
ing leaving Cartersville 6:15 p. m. 


Pan-American Exposition and Niag- 
ara Falls. 


within your reach via the Lehigh 
os ae ARG from Philadeiphia or 
New York, with entrancing scenery <r 
route. Low fare. Through tickets from 
the south. Write Chas. 8S. Lee, general 
assenger agent, New York, for pamphlet 


describing the route. 


—_ 


The Law Should Take Its Course. 
(From The Mount Airy News.) 
The state of North Carolina has much 
to regret along with the things that she 


merous and must be stopped. We have 
courts in every county and enough trust- 
worthy men in every county in the state 


to see that the law is enforced against 
every man who commits crime, and the 


I’ve my beauty—that’s myj 


js justly proud of. Lynchings are too nu- |} 


law ought to be allowed to take its course. . 


_ANNOUNCEMENTS. _ 


FOR ALDERMAN. 
South Side. 


I respectfully yo oy my candidacy 
e. 


for alderman south si 
A. C. MINHINNETT. 


J. G. WOODWARD. 


North Side. 

I hereby announce myself a candidate 
for alderman north side. Subject eae? 
September 26. W. “°° 3 ¢ 

Seventh Ward. 


I am a candidate for alderman from *he 
seventh ward, subject to the pemery. 
. T. D. LONGINO. 


FOR COUNCILMAN. 
First Ward. 
For councilman from first ward, W. O. 
STAMPS. 


I announce myself candidate for coun- 
cilman first ward, subject to primary, 
September 26. John H. Harwell. 


Second Ward. 
I am a candidate for councilman second 
ward, subject to primary. Cortland Winn. 
Third Ward. 


I am a candidate for council from third 
ward, subject to primary September 26, 
1901. J. G. BLOODWORTH. 


For Alderman: 


I hereby announce myself as candidate 
for councilman from third ward, subject 
to the democratic primary. 

M. E. MATTHEWS, 
of Matthews & Lively. 


I announce myself a candidate for coun- 
cil from the third ward. 
JAMES BE. WARREN. 


Fourth Ward. 


I respectfully announce myself a candi- 
date fer councilman from the _  foeurth 
ward, subject to the democratic primary 
of the 2th of September, 1901, 

MAC M. TURNER. 

I hereby announce myself a candidate 
for council from the fourth ward, sub- 
ject to the next democratic primary. J. 
Frank Beck. 


Fifth Ward. Y 


For councilman, fifth ward, JOHN. T. 
ALEXANDER. 


I hereby announce my candidacy for 
councilman from the fifth ward, sub- 
ject to the primary of September 26. 

DAN 8. WALRAVEN. 


I respectfully announce myself a candi- 
date for council from the fifth ward, sub- 
ject to primary. I. F "RON 


|CHOKED TO DEATH IN PRISON 


Will Lynn, of Atlanta, Meets Strange 
Death in Birmingham—Body 
Brought to Atlanta. 

The body of Will Lynn, of No. 20 King 
street, was brought to Atlanta yesterday 
morning from Birmingham. The news 


from! Birmingham was that Lynn had 
been choked to death by a fellow-prisoner 
in the Birmingham jail. Lynn, so the 
reports stated, was in prison and fe 
and another prisoner became involved in 
a quarrel that ended in a fight. Lynn 
was held down and choked to death. The 
burial certificate from Birmingham said 
that death was due to strangulation. 

Lynn was well known in Atlanta. He 
killed a man in Anniston, Ala., a few 
years ago and was tried and acquitted 
on the ground of self-defense. 

He returned to Atlanta last winter and 
theo gg are —— months. Last 
spring he went to ham, w 
he was arrested, 


The reguiae convocation of 

Mount on chapter, No. 16, 

Royal Arch Masorts will be 

held in Masonic hall. Cham- 

ber of Commerce building, 

this (Monday) evening at 8 

o'clock. The Mark and Past 

Master degrees will be -con- 

ferred. All companions in 

good and regular standing cordially in- 


vited, 
JOHN D. SIMMONS, High Priest. 
VIRGIL JONES, Secretary. 


THE WEATHER. 


Washington, September &8.—Forecast for 
Monday and Tuesday: 

Virginia—Fair and cooler Monday and 
Tuesday; cooler Monday in extreme 
Southeast portion; fresh northerly winds. 

North Carolina—Partly cloudy Monday 
and Tuesday; cooler Monday; light to 
fresh winds, mostly northeasterly. 

South Carolina—Partly cloudy Monday 
and Tuesday; probably occastonal show- 
ers; variable winds. 

Eastern Florida—Partly cloudy Monday 
and Tuesday, with occasional showers; 
light to fresh northeasterly winds. 

Western Florida—Generally fair Monday 
and Tuesday; light east to south winds. 

Alabama, Mississippi and Louisiana— 
Generally fair Monday and Tuesday; vae 
riable winds. 

Eastern Texas—Partly cloudy Monday 
and Tuesday; fresh easterly winds on the 
coast, 

Western Texas—Partly cloudy Monday, 
with showers in the Pan Hiandle; Tues- 
day fair; southerly winds. 

Tennessee and Kentucky—Generally fair 
Monday and Tuesday; north to east 
winds. 


A Hit at the Red-Headed Man. 
(From The New York Sun.) 

By the way, is it true that afred-headed 
man can’t keep a cigar “going?” We 
have heard it sald that it is as hard for 
a red-headed man to keep his cigar light- 
ed as it seems to be to keep a cigar light- 
ead when you are sitting before a grate 
fire or in a strong sunlight. 


School Books now on sale at John M. 
Miller Co.’s Book Store, 39 Marietta stree 
at the same price as given at schoo 
houses. 


Arrival and Departure of Trains. 
CENTRAL OF GEORGIA RAILWAY. 


Depart To 
*Jonesboro 
*Savannah. 
Hapeville.. 
Jonesboro... 
Hapevilie.. 
*Macon.. .. 
Hapeville... .. 4 50 pm/Hapevilie., 
Hapeville... .. 6 15 pmJonesboro.. 
Savannab.. .. 7 45 pm/*Savannah 
Jonesboro.. .. 8 10 pm Jonesboro... ..1] 
Following Trains Sun-|Following Train 

ay y: day Only: 
Hapeville... ..10 45 am Hapeville... .. 9 10 am 
Hapeville.. .. 2 05 pmiHepeville.. ..12 50 pm 


WESTERN AND ATLANTIC RAILROAD. 


Arfrive From Depant To 
*Nashville. .. 7 30 am*Nashville. .. 8 15 am 


Marietta.. 

*Nashville.. 

Marietta.. .. 40 pm Marietta... ., 
*Nashville. .. 7 30 pm *Nasbhville. .. 


BEABOARD AIR LINE RAILROAD. 
Arrive From rt To 


*Norfolk.. .. 
*Washington., 8 55 pm'*Washington | 
7 00 pm|*Norfolk 


*Clinton 
GEORGIA RAILROAD. 


Arrive From Depart To 
*Augusta.. .. § 00 am)*Augusta.. .. 
Conyers... «- 

Covington. -«. 
*Augusta.. .«. 
Lithonia... ... 
*Augusta.. .. 8 00 pm/*Augusta.. 


ATLANTA AND WEST POINT 


Arrive Fram ' Depa 
*Montgomery |! 40 am/*Montgomery. 


8 
a 


CARRONOH 


EERE E 


RAILROAD. 


rt To 
5 30 am 
2 


Sunday ly. 

LaGrange... ..10 30 am/| LaGrange. 

Atha KNOXVILLE AND NORTHERN. 
( : 


Arrive Atlanta from Knoxville.. .. 7 30 pm 
*Daily. All other trains dally except Sunday. 


Southern 
Railway, 


Famous for Its Great Through 
Trains and Dining Car Service. 


THROUGH COACHES AND SLEEPERS 
IN ALL DIRECTIONS. 


The Standard Route To the East. 


“The Washington and Southwestern 
Limited,” 
One of America’s Finest Trains 

Runs solid Atlanta to Washington, Baltimore, 

Philadelphia and New York. Club Cars, Li- 

brary Observation Cars, Palate Drawing Room 

Sleepers and Dining Cars. Leaves Atlanta 

12 noon datly. arrives Washington 7 a. m. 

and New York 12:40 noon. 

The United States Fast Miat. 

Solid Vestibuled Train, Atlanta to Washing- 
on and New York. Through Modern Vestibuled 
Coaches, Pullman Sleepers and Dtning Cars. 
Sleeping Cars for Asheville, Richmond and 
Norfolk. Connections for all Virginia and Car- 
olina Resort Places. Leaves Atlanta |1:60 p. 
m.; arrives Washington 8:30 p. m., New York 
6 a. m. 

“The Cincinnati and Buffalo Limited” 
Through to Cincinnat? without change, Sleep- 
ing Cars to Louisville, Cincinnati and Buffalo. 
Leaves Atlanta 5:15 B: m,, arrives Cincinnati 
8 a. m., Louisville 8:10 a. m. and Buffalo 
7:30 p. m. next day. 

“The Cjncinuati and Louisville Day 

Express.”’ 
High Class Coaches, Sleepers and Dining Cars, 
Leaves Atlanta 5:30 a. m., arrives Cincinnatj 
7:30 p. m, and Louisville 7:50 p. m. 

“The Kansas City Limited.” 
Through Chair and Observation Car Atlanta to 
Memphis; Day Coaches and Pullman Sleeping 
Care Leaves Atlanta 6 a m., arrives Mem- 
phis 8:10 p. m., Kansas City 9:40 a. m. Hours 
the Quickest to Kansas City, Denver and the 
West. 


a 

“The Florida Limited.” 
Through Coaches and Sleepers to Jacksonville, 
Leaves Atlanta 10:45 p. m., arrives Jackson- 
ville 8:30 a. m. 2 

For rates, information, sleeping car berths 
etc., apply Kimball House Corner, "Phone 144 
or Union Depot, ’Phone 


ESTABLISHED 18657. 


PETER LYNCH 


a eee 


95 Whitehall Street. 


Dealer in Foreign and Domestic Wines, 
Liquors, Tobaccos, Cigars and all such goods 
vs belorg to ec first-class liquor store. Pure 
Wines and Liquors for medicinal purposes, 

Peter Lynch is also running at 7 West Mitch- 
ell his great Variety Store, and has on hand 
and receiying Mason's Fruit Jars, metal and 
giass tops; also Wovodbury and Millville Jars, 
pints, quarts «nd half gallons, 

Just received 8 bushels Red and Brown Val- 
entine Bush Beans, 3 bushels Kentucky Won- 
der and other Cornfield Beans: Seed Rye; Tur- 
nip Seeds of all kinds and other fall seeds. 

Ps0 Empty Barrels, Half Barrels, 
egs for sale. Terms cash. 
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ites, unnatural dis- 
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6-gallon 


